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N"  article  may  be  cheap  without  being  low-priced;  it  may  be  low- 
priced  without  being  cheap.  The  whole  question  hinges  upon  the 
relation  of  efficiency  to  cost, — the  greater  the  proportionate  ef- 
ficiency to  cost,  the  cheaper  the  article  is,  and  of  course  the  greater 
is  its  value. 


The  value  of  a  dental  appliance  is  measured  by  its  usefulness, — its 
adaptability  to  the  needs  of  the  operator,  by  which  his  convenience  is  pro- 
moted,— and  by  its  longevity,  commonly  termed  its  durability.  In  a  dental 
chair,  which  is  a  machine,  much  depends  upon  the  designing  of  the  parts, 
much  upon  the  proper  selection  and  disposition  of  the  materials  and  the 
workmanship. 

Fine  finish,  unless  the  essentials  are  secured,  may  be  a  delusion  and  a 
snare,  a  specious  attraction  to  lend  a  color  to  a  price  not  warranted  by  the 
actual  value  of  the  appliance. 

The  essentials  combined  with  the  fine  finish  are  found  in  Chairs  and 
their  accompaniments  which  bear  the  Trade- ■^>  or  ^-Mark.  For  more 
than  forty  years  this  Trade-Mark  has  been  our  notification  to  the  dental 
world  of  the  high  practical  value  of  the  article  which  bore  it  in  proportion 
to  its  cost  to  the  buyer.  Our  products  are  not  high-priced;  they  are 
proper-priced.  The  selling  price,  which  is  the  cost  to  the  user,  bears  a  just 
relation  to  the  cost  of  production.  Whatever  the  article  which  bears  our 
Trade-Mark,  the  presence  of  the  Trade-Mark  is  a  positive  assurance  to  the 
purchaser  that  the  value  he  is  seeking  for  is  there. 

Our  first  aim  in  manufacturing  is  to  put  into  the  article  the  highest 
attainable  efficiency  value.  Because  of  our  achievement  of  that  aim,  our 
products  are  always  cheap  to  the  user;  he  gets  an  unequaled  value  for  the 
money  he  invests  in  them.  They  are  often  low-priced,  never  because  of  any 
sacrifice  of  efficiency,  but  because  the  simplifying  of  the  manufacturing 
problems  lessens  the  cost  of  production. 
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Dental  Office 

Chairs 
Head=Rests 
Stools 

Spittoons  and  Accessories 
Bracltets 
Bracl<et  Tables 
Students'  Cases 
Dentists'  Visiting  Cases 
Miscellaneous  Cases 
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THE  S.  S.  WHITE  DENTAL  MANUFACTURING  CO. 

Chestnut  Street,  Cor.  Twelfth,  Philadelphia 


BRANCHES 


NEW  YORK  :  Spingler  Building,  5,  7,  and  9  Union 
Sq. ;  diaries  Building,  Madison  Ave.,  corner 
43d  Street 

BOSTON:    Walker  Building,  120  Boylston  Street 

CHICAGO  :  Atlas  Building,  Randolph  Street,  corner 
Waljash  Avenue 

BROOKLYN:  Nassau  Building,  356  and  358  Fulton 
Street 

ATLANTA :  Grant 
Walton  Streets 


Building,    North    Broad  and 


ROCHESTER  :  Chamber  of  Commerce,  Main  Street 
East,  corner  South  Avenue 


NEW   ORLEANS :    Maison   Blanche,   corner  Canal 

and  Dauphine  Streets 
CINCINNATI  :  First  National  Bank  Building,  Fourth 

and  Walnut  Streets 
SAN  FRANCISCO  :  Butler  Building,  135  Stockton 

Street 

LOS  ANGELES :    Mason  Building,   corner  Fourth 

and  Broadway. 
OAKLAND :    Oakland   Bank   of   Savings  Building, 

corner  Twelfth  and  Broadway 
TORONTO    (Can.)  :    Confederation    Life  Building, 

no  and  112  Victoria  Street 
MONTREAL  (Can.)  :  Birk's  Building,  14  Phillips  Sq. 


BOROPEAN  BBANCH  : 

BERLIN,  W.,  Mauerstrasse  83-84 


PRICES  SUBJECT  TO  CHANGE  WITHOUT  NOTICE 


2 


THE   S.S.WHITE     <3f^     DENTAL  M  F  G  .  C  0  .  [Septembeb  1911 


DENTAL  FURNITURE 

BY  "dental  furniture"  we  mean  those  parts  of  the  outfitting  of  a  dental  office  which  are  of  the 
nature  of  furniture,  but  having  a  strictly  dental  application.  Most  prominent  among  these  are 
dental  chairs,  spittoons,  brackets,  and  bracket-tables. 

The  furnishing  of  the  dental  office  is  always  a  matter  of  the  highest  importance.  Upon  the 
judgment  exercised  in  the  selection  of  the  office  belongings  depend  in  great  degree  the  ease  and  con- 
venience with  which  each  day's  operations  are  performed. 

Just  as  the  "apparel  oft  proclaims  the  man,"  so  the  office  proclaims  the  dentist.  The  dental  office 
which  is  furnished  with  good  judgment,  be  it  expensively  or  inexpensively,  attracts  and  soothes;  that 
which  is  inharmonious  or  garish  repels  and  annoys.  Let  it  never  be  forgotten  that  patients  have  eyes, 
and  they  see;  they  have  feelings,  and  they  feel.  Impressions  made  by  their  surroundings  in  the  office 
affect  their  responsiveness  to  the  operator  and  by  so  much  make  his  work  easier  or  more  difficult.  A 
dental  chair,  for  example,  which  is  not  readily  adaptable  to  every  need  of  patient  and  operator  will  ac- 
centuate the  tedium  of  the  operation  by  the  discomfort  of  unrest,  e.xhausting  the  strength  of  both. 
Whereas  the  dentist  whose  chair  puts  his  patient  at  ease  and  permits  himself  an  unconstrained  atti- 
tude for  every  operation,  will  work  more  rapidly  while  conserving  strength  and  nerve-force  for  oper- 
ations to  follow. 

Ordinarily  the  dentist  does  not  furnish  his  office  more  than  once  or  twice  during  his  professional 
life.  The  cost,  then,  is  to  be  reckoned  not  as  an  expense,  but  rather  as  a  permanent  investment,  and  the 
various  articles  should  be  selected  to  afford  the  greatest  utility  and  durability  for  the  money  ex- 
pended, with  due  regard  to  appearance. 

The  line  of  Dental  Furniture  illustrated  and  described  in  this  pamphlet  is  built  with  these  views. 
Every  article  we  make  is  made  with  the  intention  and  expectation  of  giving  the  buyer  full  worth  for 
his  money.  We  are  not  after  the  "next  dollar."  Our  preference  is  to  so  satisfy  every  buyer  that  he 
will  continue  to  use  goods  bearing  our  Trade-<^-mark.  To  that  end,  our  products  represent  first-class 
materials  put  together  in  a  workmanlike  manner  by  men  trained  to  the  idea  that  a  high  standard  of 
quality  is  the  first  requisite  in  the  goods  which  go  out  from  our  shops. 

We  challenge  eomparison  with  any  other  similar  products. 

THE  S.  S.  WHITE  DENTAL  MFG.  CO. 


"  BEWARE  OF  SUBSTITUTION  " 

Imitations  of  some  of  our  dental  chairs  are  sold  in  foreign  countries,  as  a  rule  openly  as  imitations, 
but  by  a  few  dealers,  we  are  informed,  as  genuine  chairs  of  our  make.  Fortunately,  as  about  the  only 
safeguard  the  buyer  has  in  countries  not  covered  by  our  patents  is  the  honesty  of  the  seller,  the 
dealers  Avho  deceive  their  patrons  in  the  last-named  way  are  few ;  for,  if  the  intention  is  to  deceive, 
the  Trade-<^-mark  is  imitated  with  equal  audacity  and  facility  as  the  working  parts  of  the  chair. 

The  substitution  fraud  most  commonly  worked  in  the  United  States  is  to  sell  our  Tool-Bracket 
with  an  imitation  Allan  Table,  the  outfit  being  supposed  by  the  buyer  to  be  ours  throughout.  Here  the 
trade-mark  is  a  protection,  as  the  patent  laws  prevent  its  imitation.  In  buying  a  bracket-table  look 
for  the  Trade-^-mark,  as  directed  on  pages  45  and  47. 
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OUR  DENTAL  CHAIRS 

At  least  three  factors  must  be  considered  in  the  buying  of  a  dental  chair: 

First,  Its  relation  to  the  work  to  be  done.  It  must  be  remembered  that  the  chair  is  an  essential 
factor  in  eveiy  operation  on  the  natural  teeth.  Its  character  and  adaptability, — its  provision  for  the 
comfort  of  both  patient  and  operator, — determine  largely  whether  the  dentist's  work  shall  be  done 
easily,  with  the  mininuun  of  fatigue,  or  at  the  expense  of  overtasked  strength  with  nerves  on  edge  at 
the  close  of  the  day. 

Second,  Its  durability.  The  better  class  dental  chairs  are  too  expensive  to  require  to  be  replaced 
more  than  once  in  the  course  of  a  lifetime  practice.  It  goes  without  saying  that  they  must  be  built  of 
first-class  materials,  in  a  workmanlike  manner,  on  designs  •which  avoid  unnecessary  wear. 

Third,  Its  appearance.  The  dentist's  chair,  as  the  most  prominent  feature  of  the  office  furnishings, 
should  reflect  favorably  upon  the  good  taste  of  its  owner. 

The  two  hydraulic  chairs  now  manufactured  by  us  meet  these  conditions  as  they  are  met  nowhere  else 
in  the  world. 

Operated  in  common  upon  the  hydraulic  principle,  they  represent  two  opposite  aims,  and  in  conse- 
quence differ  in  almost  every  constructive  detail. 

Of  these  the  newer  Chair,  the  S.  S.  White  Diamond,  represents  the  latest  and  highest  attainment  in 
dental  chair  construction,  and  because  of  its  limplicitj'  and  refinement  of  construction  can  be  offered 
at  a  comparatively  low  price. 

The  older  Chair,  the  New  Model  Wilkerson,  was  designed  to  provide  the  extreme  of  adjustability 
with  the  extreme  of  elegance,  and  is  necessarily  a  high-price  Chair. 

We  make  also  a  low-price  chair  for  traveling  dentists,  known  as  the  S.  S.  White  Portable  Chair. 
It  is  substantially  constructed,  and  has  given  solid  satisfaction  to  many  users.  * 

CANE  UPHOLSTERY 

Many  dentists  practicing  in  tropical  or  semi-tropical  countries,  where  summer  is  practically  perpet- 
ual, have  their  chairs  upholstered  in  cane  for  the  greater  comfort  which  it  affords  to  patients.  The 
plan  of  replacing  the  regular  plush  upholstery  with  cane  for  the  warm  weather  of  the  summer  months 
has  found  acceptance  with  many  practitioners  in  temperate  climates. 

We  provide  complete  outfits  of  this  character  for  both  the  Diamond  and  New  Model  Wilkerson 
Chairs,  made  of  the  best  materials  and  finely  finished. 
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The  S.  S.  White  Diamond 

Chair 

Has  Every  Essential  Movement  and  Ample 
Range  of  Adjustment;  and 

Excels  All  Other  Dental  Chairs  in, — 

Perfect  grace  and  symmetry  of  proportions. 

Lightness  of  construction, — strength  without 
bulkiness. 

Simplicity  of  operation  as  well  as  of  design 
and  construction. 

Smoothness  of  movement. 

Perfect  balance  in  all  positions. 

Rigidity    at    every    height,    without  special 
clamping   mechanism ;  and 

It  possesses  these  Novel  Features  not  found 
in  Any  Other  Dental  Chair, — 

Automatic  Head  Rest,  that  is  Actually 
Automatic  in  service. 

Automatic  Long=drop  Lowering  Device, 

making   lowering   easier  than   in  any  other 
Dental  Chair. 
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THE  S.  S.  WHITE  DIAMOND  CHAIR  (Hydraulic  No.  3) 

Patented  Nov.  11,  1902;  Dec.  11,  190C;  Dec.  10,  1907 


Fig.  1 


Perfect  grace  and  symmetry  of  projwrtions,  strength  and  lightness  combined,  extreme  simplicity 
and  refinement  of  parts,  give  to  the  design  of  this  presentation  of  the  latest  advances  in  chair  con- 
struction a  distinction  that  cannot  fail  to  impress.  All  angles  and  corners  are  nicely  rounded,  render- 
ing the  cleaning  of  the  chair  easy  and  avoiding  the  accumulation  of  dirt.  It  is  a  delight  to  the  eye; 
a  comfort  to  both  patient  and  dentist,  and  fitted  to  grace  any  dental  office. 
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THE  S.  S.  WHITE  DIAMOND  CHAIR  (Hydraulic  No.  3) 


Fig.  2 


In  Average  Position  for  Reception  of  Patient 


The  experience  gained  in  the  many  years  of  study,  experimenting,  manufacturing  and  marketing  of 
s)ich  world-famous  dental  chairs  as  the  S.  S.  White  Pedal-Lever,  the  Wilkerson,  the  New  Model 
Wilkerson  and  others  was  brought  to  bear  upon  the  designing  and  construction  of  the  Diamond  Chair. 
Several  years  were  devoted  to  the  development  of  simplified  devices  for  controlling  its  movements; 
further  time  was  given  to  testing  these  under  all  probable  conditions,  and  finally  the  supreme  test 
was  made,  namely  use  for  many  months  in  dental  offices.  It  has  withstood  all  tests,  and  we  are 
tlierefore  now  prepared  to  speak  of  its  merits  with  greater  positiveness  and  enthusiasm  than  ever 
I)efore.  We  ofTer  it  with  complete  confidence  that  for  general  use  it  will  give  greater  satisfaction 
than  any  other  dental  chair  ever  offered  to  the  dental  profession,  because  it  is  the  simplest,  most 
direct  in  its  mechanism,  and  is  therefore  least  liable  to  wear  or  get  out  of  order. 

It  is  full  of  novelties — almost  every  feature  being  novel  and  characteristic — not  in  fancy  move- 
ments and  additions,  but  in  the  way  of  simplification  and  refinement — a  great  advance  toward  all- 
round  efficiency  and  durability. 

CHARACTER  AND  RANGE  OF  ADJUSTMENT 

This  chair  provides  every  essential  movement  and  range  of  adjustment  to  meet  the  needs  of  every- 
day practice,  and  lacks  only  needless  fancy  movements  and  extremes  of  adjustment,  which  would  per- 
force add  to  the  cost. 

Its  vertical  range  is  20  inches — flie  lowest  position  being  17  inclies  from  the  floor  and  the  highest, 
37  inches. 
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THE  S.  S.  WHITE  DIAMOND  CHAIR— (Continued) 

CHARACTER  AND  RANGE  OF  ADJUSTMENT— (Continued) 

The  body  can  be  turned  in  a  complete  circle  and  firmly  locked  at  any  desired  point;  it  can  be 
tilted  throughout  a  wide  arc.  The  back  as  a  whole  can  be  inclined  backward  and  forward,  and  the 
back-rest  pad  moved  up  and  down  and  swung  forward.  The  head-rest  affords  a  wide  range  of  ad- 
justment; the  arms  are  detachable,  while  the  toe-piece  is  adjustable  to  two  different  positions. 

Thus  of  all  past  or  present  dental  chairs  the  Diamond  Chair  comes  nearest  to  the  perfect  or  ideal 
"patients'  rest."  The  chair  can  be  adjusted  as  a  whole  and  in  individual  parts,  and  rigidly  locked  in 
practically  any  desired  position,  by  the  simplest,  most  direct  and  most  effective  means. 

ELEVATING  AND  LOWERING 

The  base  is  of  the  disk  pattern,  large  enough  to  afford  absolute  stability,  yet  elegant  in  design  and 
nicely  proportioned  to  avoid  interference  with  the  operator's  freedom  of  movement. 

The  pump,  carefully  designed  to  provide  maximum  efficiency  and  durability,  is  particularly  smooth 
and  easy  in  operation.  The  word  "soft"  well  describes  its  action.  Throughout  the  entire  vertical 
range  of  the  plungers  the  action  is  regular,  uniform,  smooth,  and  without  the  least  suggestion  of 
the  jar  so  common  in  other  dental  chairs.  It  is  practically  impossible  to  so  operate  the  pedal  as  to 
jar  the  chair,  so  effectively  is  it  cushioned  at  all  points  of  contact.  Liability  of  the  pump  getting  out 
of  order  is  reduced  to  a  minimum;  nevertheless,  it  is  readily  accessible  for  inspection  and  repairs, — 
a  point  of  great  importance  and  one  too  often  overlooked  in  the  designing  of  dental  chairs. 

At  all  points  of  vertical  elevation  the  chair  is  rigid.  This  desirable  result  is  obtained  by  unique 
and  simple  means  peculiar  to  the  Diamond  Chair,  which  require  little  attention  to  maintain  them  in 
perfect  working  order;  the  chair  will  remain  rigid  indefinitely  without  thought  on  the  part  of  the 
dentist. 

The  lowering  mechanism  also  marks  a  decided  advance  in  dental  chair  construction.  The  lowering 
lever  is  most  conveniently  located  and  is  easily  operated,  either  by  placing  the  foot  on  the  rubber 
pad,  when  it  forms  a  rest  for  the  foot;  or,  without  raising  the  heel  from  the  floor,  by  pressing  with 
the  toe  or  ball  of  the  foot.  Only  very  light  pressure  upon  the  lever  is  required  to  cause  the  chair 
to  descend, — the  weight  of  the  foot  is  ample, — and  the  descent  like  the  lifting  is  perfectly  smooth  and 
even,  without  jerk  or  jar. 

AUTOMATIC  LONO=DROP  LOWERING  DEVICE 

The  lowering  lever  has  one  feature  not  found  in  any  other  dental  chair.  This  is  a  connection  by 
which  it  is  held  open  when  pushed  to  the  limit  of  its  movement,  and  then  returns  automatically 
to  its  normal  position  when  the  chair  reaches  its  lowest  point.  The  descent  can  be  arrested  at 
any  stage  by  moving  the  lever  to  its  normal  position.  This  feature — saving  you  from  holding  the 
lever — will  be  found  restful  during  operative  hours,  and  when  preparing  to  leave  the  oiBce  for  the 
day.  Always  the  chair  should  be  let  down  for  the  night;  and  occasionally,  say  once  a  week,  it  should 
be  raised  to  its  full  height,  the  plungers  wiped  with  a  greasy  rag, — one  free  from  lint, — and  the 
chair  then  run  down  to  its  lowest  position.  The  greasy  rag  removes  accumulations  of  dust  and  to 
an  extent  lubricates  the  plungers,  thus  prolonging  the  highest  efficiency  of  the  chair.  With  the 
Diamond  Chair  you  need  only,  after  raising  it,  to  push  the  lowering  lever  over  and  the  chair  will 
sink  easily  to  its  lowest  point  and  the  lowering  lever  return  to  its  normal   (vertical)  position. 

ROTATION 

In  the  Diamond  Chair  the  device  governing  rotation  is  operated  with  the  utmost  ease,  only  the 
least  amount  of  pressure  on  the  locking  lever  being  required  to  lock  or  unlock  the  chair. 

TILTING  — BALANCE 

The  novelty  of  the  tilting  mechanism  of  the  Diamond  Chair  lies  not  in  any  peculiarity  of  construc- 
tion but  in  the  perfect  balancing  of  the  chair  body.  This  feature  is  worked  out  so  successfully  that 
when  a  patient  is  seated  in  the  Chair,  patient  and  chair  are  so  nicely  poised  or  balanced  that  only 
the  slightest  effort  is  required  to  tilt  the  chair  back  and  forth.  In  this  important  respect  the  Diamond 
Chair  is  far  ahead  of  its  competitors. 
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THE  S.  S.  WHITE  DIAMOND  CHAIR— (Continued) 


Fig.  3 


Lowest  Position — seat  17  inches  from  tlie  floor 


Fig.  4 


Anesthetic  Position,  with  Chair  at  Highest  Point — seat  37  inches  from  the  floor 
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THE  S.  S.  WHITE  DIAMOND  CHAIR— (Continued) 


Fig.  5 


With  Spiral  Flush  Spittoon  Xo.  G 


BACK  REST 

A  conveniently  located  handle  on  the  right  hand  side  of  the  back  controls  the  hinge  through  which 
the  back  is  inclined  forward  and  backward  and  into  a  position  on  a  level  with  the  seat, — the  "anes- 
thetic" position  so  called.  The  back-rest  pad  has  the  usual  up-and-down  and  in-and-out  movements 
controlled  by  simple  and  effective  devices.    Its  vertical  range  is  83  inches. 

AUTOMATIC  HEAD  REST 

One  of  the  most  unique  and  valuable  features  of  the  Diamond  Chair  is  its  Automatic  Head  Rest 
— the  only  truly  automatic  head  rest  known.  It  performs  the  functions  of  a  head  rest  better  and  re- 
quires less  attention  and  adjustment  than  any  other  device  for  the  purpose.  The  distinctive  feature  is 
that  the  pads  are  so  secured  to  a  swinging  yoke  that  they  swing  freely  with  it  until  it  reaches  a  posi- 
tion where  it  meets  the  line  of  direct  pressure  of  the  patient's  head;  then  they  automatically  adjust 
themselves  for  its  best  support.  In  other  words,  once  the  head  rest  as  a  whole  is  positioned  the  pads, 
under  the  pressure  of  the  patient's  head,  adjust  themselves  independently  to  meet  that  pressure  di- 
rectly, and  so  hold  the  head  immovably,  and  this  is  maintained  so  long  as  the  patient  makes  no  effort 
to  turn  or  lift  the  head. 
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THE  S.  S.  WHITE  DIAMOND  CHAIR— (Continued) 

AUTOMATIC  HEAD  REST— (Continued) 

The  swinging  yoke  is  mounted  upon  a  rod  sliding  through  a  swinging  clamp  whereby  the  head 
rest  is  given  a  wide  range  of  adjustment  controlled  by  a  single  clamp.  This  range  is  further  in- 
creased through  the  vertical  sliding  connection  of  the  clamp  with  the  back,  which  permits  the  head 
rest  to  be  brought  down  close  to  the  back  pad,  or  thrown  well  forward  or  backward.  This  great 
range  of  the  head  rest  admirably  adapts  the  chair  for  operating  upon  children,  and  particularly 
fits  it  for  the  needs  of  the  orthodontist. 

The  sliding  frame  of  the  head  rest  has  a  vertical  range  independent  of  the  chair  back  of  5  inches, 
controlled  by  a  wheel  handle;  the  rod  which  supports  the  yoke  has  an  additional  range  of  4t  inches, 
governed  by  a  clamping  handle.  Including  the  raising  of  the  back,  the  head  rest  thus  has  a  range 
of  from  16  inches  (or  less)  from  the  seat  to  35  inches  above  it,  with  three  separate  adjusting  devices. 

In  addition  to  the  movements  above  described  the  swinging  yoke  of  the  head  rest  has  a  horizon- 
tal adjustment  of  2^  inches  toward  the  operator,  enabling  him  to  bring  the  patient's  head  that 
much  nearer  when  desired.  A  simple  clamping  handle  controls  it.  The  yoke  also  carries  a  rest  for 
the  operator's  arm. 

ARMS 

To  all  appearances  the  arm-rest  supports  are  integral  with  the  seat  frame  and  the  operator  may 
lean  against  them  or  the  patient  bear  against  them,  and  there  will  be  no  movement.  At  the  same 
time,  although  thus  firmly  secured,  they  can  be  readily  detached  by  simply  lifting  them  upward, 
the  arms  being  capable  of  only  this  one  upward  movement.  No  lock  is  employed  and  consequently 
there  are  no  projections  of  any  kind  to  catch  the  dentist's  clothing  or  the  cloth  used  to  dust  the 
chair. 

FOOT  REST 

The  foot  rest  is  of  graceful  construction,  amply  strong,  with  an  adjustable  toe  piece  which  meets 
all  requirements  of  tall  and  short  persons.  Above  the  foot  board  proper  is  a  step  or  supplemental 
platform  for  the  use  of  children.  A  peculiarity  of  this  step  is  that  it  is  always  in  position,  needs 
none  of  the  flimsy  or  complicated  supports  found  in  some  dental  chairs,  and  is  not  the  least  in 
the  way  of  adults. 

A  striking  feature  of  the  Diamond  Chair  is  the  unusual  narrowness  of  the  foot  board  and  the  frame 
which  supports  it.  This  gives  a  grace  and  delicacy  which  is  most  pleasing  to  the  eye  and  eliminates 
that  heavy  and  clumsy  appearance  characteristic  of  other  dental  chairs. 

UPHOLSTERY  AND  FINISH 

The  upholstering  of  the  chair  is  in  fine  quality  green  or  maroon  plush,  with  the  foot  boards  cov- 
ered with  Cork  or  Wilton  carpet  to  match. 

The  regular  finish  of  the  S.  S.  White  Diamond  Chair  is  black  japan,  decorated.  The  japanning 
is  of  a  superior  quality,  three  coats  thoroughly  baked,  making  a  hard,  durable  finish  of  a  brilliant 
jet-black  color.  The  decorations  are  all  hand  painted;  no  decalcomanie  or  transfer  work  of  any 
kind  is  employed.    As  a  consequence,  the  decorations  are  permanent  ornaments  of  the  chair. 

We  supply  this  chair  also  in  white  enamel,  plain  and  decorated.  To  assure  the  durability  of  this 
enamel  from  five  to  seven  coats  are  applied,  each  thoroughly  baked.  The  decorations  in  this  finish 
are  also  hand  painted. 

In  order  that  those  who  desire  to  fit  out  their  offices  in  white  may  be  correctly  informed,  it 
should  be  clearly  understood  that  "white  enamel"  is  not  nor  can  it  be  made  as  hard  or  durable  a 
finish  as  black  japan;  nor  is  it  a  "pure"  white;  in  reality  it  has  a  faint  creamy  tint,  and  this  be- 
comes more  marked  with  age. 

We  are  prepared,  also,  to  finish  this  chair  in  blue  or  other  colored  enamel,  under  the  same  condi- 
tions as  finishing  in  the  white. 

For  prices  see  page  13 
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THE  S.  S.  WHITE  DIAMOND  CHAIR— (Continued) 


383X 


Arm  Rest. 


Head-rest  Clamp 
Handle,  locking 
Head  Rest. 

Head-rest  S  u  p- 
port  Clamp 
Screw,  control- 
ling Head-rest 
adjustment. 

Sliding  RacIJ  Clamp 
Handle,  control- 
1  i  n  g  vertical 
movement  o  f 
Back. 


Left  Arm. 


Cylinder  Clamp 
Lever,  locking 
Cliair. 

Base. 


386X  


370  Y 


308 


308  Y 


293  Y 


351  -- 


250 


102 


83  X  ^ 


Head-rest  Pads. 


Head-rest  Slide 
Lever. 


Back. 


300  X  Head-rest  S  u  p- 
port. 

27S  Rocking  Back 
Clamp  Handle, 
governing  swing 
of  back. 


Right  Arm. 


185  Rocking  Lever,  for 

tilting  Chair 
body. 


Treadle  or  Operat- 
ing Lever. 


Trip  Lever,  gov- 
erning lowering 
of  Chair. 


Diagrammatic  representation  of  the  8.  8.  White  Diamond  chair  (from  the  rear)  showing  important 
parts  referred  to  in  the  description,  and  their  relations. 
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THE  S.  S.  WHITE  DIAMOND  CHAIR  WITH  CANE  UPHOLSTERY 


Fig.  7 


The  warm  weather  outfit  for  the  S.  S.  White  Diamond  Chair  consists  of  a  cane  seat,  back,  and 
head-rest  pads,  solid  wood  arm-rest  block,  solid  wood  arms,  and  foot  boards  covered  with  cork  carpet, 
and  metal  toe-plate.  The  cork-carpet  covering  for  the  foot  boards  comes  in  two  colors — maroon  and 
green. 


For  prices  see  next  page 
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The  S.  S.  White  Diamond 

Chair 


PRICES 

In  Decorated  Black  Japan  Base  and 
Frame,  with  Seat,  Back,  Head  Rest 
and  arms  upholstered  in  Maroon  or 
Green  Plush,  and  Foot  Boards  covered 
with  Cork  or  Wilton  Carpet  $165.00 

(Cork    Carpet  with    Metal  Toe-Plate 
sent  unless  otherwise  ordered) 

Watkins  Sectional  Head  Rest  instead 

of  Automatic  Head  Rest,  adds   8.00 

White  Enamel  Base  and  Frame,  Plain, 

adds   5.00 

White  Enamel  Base  and  Frame,  Deco- 
rated, adds    10.00 


We  are  also  prepared  to  finish  this 
Chair  in  Blue  or  other  colored  Enamel. 
Prices  on  application. 

Cane  Upholstery  instead  of  Plush,  in- 
cluding Cane  Seat,  Back,  and  Head 
Rest,  Solid  Wood  Arms  and  Arm-Rest 
Blocks,  with  Foot  Boards  covered  with 


Cork  Carpet,  with  Metal  Toe-Plate, 

adds   15.00 

Complete  Cane  Outfit,  apart  from  Chair  49.00 

Parts  of  Cane  Outfit,  singly 

Seat  $14.00 

Back   17.00 

Arms  (2)  Mahogany   6.00 

Head-rest  Pads    9.00 

Arm-rest  Blocks,  Mahogany   1.00 

Foot  Board  (Maroon  or  Green  Cork 

Carpet)   4.00 
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The  New  Model  Wilkerson 

Chair 

DISTINGUISHING  FEATURES 

The  most  complete  chair  ever  made. 

Its  fine  appearance, — the  deep,  low  seat,  and 
smooth,  rounded  outlines. 

Has  the  greatest  range  known  to  hydraulic 
chairs. 

Elevating,    lowering,    rotating,    and  locking 
under  control  of  a  single  lever. 

Perfect  anesthetic  and  resuscitating  positions. 

Great  angular  range  of  back, — over  90  degrees. 

Adjustable   arms,    locking  automatically  in 
position. 

Head  Rest  which   does    not   "flop"  when 
loosened  for  adjustment. 

Easy  access   to  working  machinery  without 
taking  chair  apart. 
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THE  NEW  MODEL  WILKERSON  CHAIR 

Patented  in  United  States  May  15,  1894  (Nos.  519,756  and  519,7-57)  ;  April  27,  1897;  Jan.  30,  1900 

(Nos.  642,404  and  642,405)  ;  Dec.  4,  1900. 


Fig.  1 


Loicest  Position — ivith  head  rest  and  hack  raised  ready  to  receive  a  tall  patient 

An  embodiment  of  all  that  is  elegant  in  dental  chair  construction,  affording  the  greatest  variety 
and  range  of  adjustment.  It  is  consequently  an  expensive  creation,  a  magnificent  machine,  includ- 
ing practically  every  help  which  a  chair  can  be  made  to  provide.  All  its  movements  are  easily  and 
quickly  accomplished,  and  its  durability  is  assured. 
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THE  NEW  MODEL  WILKERSON  CHAIR— (Continued) 


Fig.  2 


The  lever  lohich  controls  the  elevating,  lowering,  rointing,  and  locking  mechanisms. 

A  is  the  locking  position.  Tlie  entire  internal  mechanism  is  locked  and  the  chair  body  held  immov- 
able in  all  directions. 

B  is  the  elevating  or  pumping  (normal)  position.    The  internal  mechanisms  are  unlocked  and  the 
chair  is  free  to  be  pumped  or  rotated. 
C  is  the  lowering  position. 
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THE  NEW  MODEL  WILKERSON  CHAIR— (Continued) 


Fig.  3 


Accra(jp  Position  for  ilic  ordinary  case 
ELEVATING,  LOWERING,  ROTATING  AND  LOCKING 


Tlie  distinguishing  feature  of  this  chair  is  that  all  the  base  and  plunger  movements  are  operated 
by  a  single  lever  instead  of  the  three  commonly  required.  This  lever  may  be  moved  horizontally  to 
control  the  several  locking  mechanisms  and  trip  the  lowering  valve,  and  vertically  to  operate  the 
pump  for  lifting  the  chair. 

\Mien  in  its  inner  position  (A  Fig.  2)  lying  close  to  the  base,  to  which  it  conforms  in  curve,  the  en- 
tire internal  mechanism  and  the  plunger  clamps  are  locked,  and  the  chair  body  is  held  practically  rigid 
in  whatever  position  of  vertical  or  horizontal  adjustment  it  may  occupy.  In  this  position  the  lever 
cannot  be  depressed  and  hence  its  rubber-covered  pad  may  be  used  by  the  operator  as  a  foot  rest. 

Pressing  with  the  calf  of  the  leg  against  the  lever  pad  moves  it  to  the  right,  into  its  central  or 
pumping  position  (B).  When  in  this  position  the  plunger  clamping  mechanisms  are  open  and  the 
lever  is  free  to  be  treadled  to  operate  the  pump  for  lifting  the  chair.  The  chair  may  now  also  be 
rotated. 

To  lower  the  chair  body  the  operating  lever  is  moved  still  farther  to  the  right  (C),  which  trips 
the  lowering  valve,  permitting  the  chair  body  to  descend. 
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THE  NEW  MODEL  WILKERSON  CHAIR— (Continued) 


Fig.  4 


Loicest  position — Scat  18  inches  from  the  floor 


The  operating  lever  will  remain  in  its  locking  and  pumping  positions  until  positively  moved.  It 
will  remain  in  its  lowering  position  only  so  long  as  it  is  held  there,  returning  instantly  to  the 
pumping  position  on  being  released,  of  course  stopping  the  descent  of  the  chair  body.  The  horizontal 
movements  of  the  operating  lever  by  the  operator's  leg  are  made  easy  and  comfortable  by  rubber 
cushions  on  the  sides  of  the  pad. 

The  pumping  mechanism  of  a  hydraulic  chair  is  really  its  life.  Dust  and  dirt  settling  upon  the 
plungers,  for  instance  while  the  office  is  being  cleaned,  unless  removed,  may  cause  difficulty  with  the 
plungers  or  the  valves.  Also  the  plungers  may  become  dry  and  possibly  stick  through  too  little 
pumping  or  through  being  allowed  to  stand  with  the  body  elevated  from  day  to  day.  An  easy,  wise 
precaution  is  to  lower  the  chair  to  its  lowest  at  the  close  of  each  day's  work.  Occasionally,  say 
once  a  week,  the  chair  should  be  raised  to  its  full  iieight,  and  while  so  raised  the  plungers  should 
be  wiped  with  a  greasy  rag  to  remove  the  accumulated  dust  and  lubricate  the  plungers. 

THE  BACK  AND  ITS  ADJUSTMENT 

(The  references,  except  when  otherwise  stated,  are  to  Fig.  7) 

The  back  support  is  hinged  to  the  body  frame,  and  has  an  independent  pivotal  range  from  slightly 
forward  of  the  vertical  to  nearly  the  horizontal, — about  90  degrees, — at  any  point  of  which  it  is  held 
firmly  by  a  detent  device.  It  then  engages  with  the  foot-board  mechanism,  and  ma\'  be  depressed 
to  a  level  with  the  seat,  carrying  at  the  same  time  the  foot  board  to  the  same  level,  and  forming 
the  anesthetic  position  shown  in  Fig.  6.  By  tripping  the  rocking  lever  (138)  the  Chair  may  be 
further  reclined  to  what  we  may  call  the  resuscitation  position,  as  shown  in  the  outline  figure  of 
the  same  illustration.  The  detent  device  of  the  back  support  is  controlled  by  the  rocking  back  lever 
(271)  by  means  of  a  plate  which  projects  at  the  left  side,  just  where  the  fingers  of  the  left  hand  in 
adjusting  the  back  will  naturally  rest  upon  it.  Slight  pressure  unlocks  the  mechanism,  which  is 
immediately  locked  on  the  removal  of  the  pressure. 
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THE  NEW  MODEL  WILKERSON  CHAIR— (Continued) 


Fig.  5 


Highest  Position — Seat  J/O  inches  from  the  floor 

The  back  pad  has  a  vertical  adjustment  of  11  inches  by  means  of  a  carrier  frame  sliding  in  the 
support  and  controlled  by  the  wheel  handle  (293Y).  A  quarter  turn  of  the  handle  locks  or  unlocks 
it.  The  pad  is  hinged  at  its  upper  edge  to  the  carrier.  It  may  be  swung  forward  nearly  three  inches 
to  adapt  it  to  the  patient's  back,  locking  automatically  at  any  point  desired.  Pressing  a  latch  releases 
it.  whereupon  it  returns  to  its  normal  position  against  the  support. 

THE  BASE 

(The  references,  except  when  otherwise  stated,  are  to  Fig.  7) 

The  base  (1)  is  a  hollow  pedestal  forming  the  oil  reservoir.  A  wide  flange  gives  it  a  firm  seat  upon 
the  floor.  It  supports  upon  an  internal  annular  shoulder  a  rotatable  frame  carrying  the  operating 
mechanisms  for  elevating,  lowering,  rotating,  and  locking  the  chair,  all  of  which  are  operated  by  the 
treadle  (083).  It  is  surmounted  by  a  cylinder  cover  or  dome  cap  (020)  in  two  sections,  easily  re- 
movable for  inspection  of  the  interior. 
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THE  NEW  MODEL  WILKERSON  CHAIR— (Continued) 


Fig.  6 


Position  for  the  administration  of  an  anesthetic 


THE  CHAIR  BODY 

The  chair  body  can  be  rotated  in  a  complete  circle  and  locked  at  any  point.  It  can  also  be  tilted 
at  various  angles  and  locked  in  any  position  for  the  comfort  of  the  patient  and  the  convenience  of  the 
operator. 

THE  ARMS 

The  arms  are  pinioned  to  a  horizontal  socket  in  the  chair-seat  frame  and  locked  with  a  latch 
in  such  wise  that  they  are  immovable, — will  resist  anj'  pressure  from  any  direction.  Lifting  th-.? 
latch  leaves  them  free  to  be  swung  forward  to  the  extent  shown  in  Fig.  6;  or  if  it  is  desired  to 
remove  one  or  botli  entirely  from  the  chair,  there  is  a  point  in  this  swing  at  which  the  pinion  can 
be  pulled  out  of  the  socket  and  the  arms  thus  be  detached. 


THE  HEAD  REST 

(The  references,  except  when  otherwise  stated,  are  to  Fig.  7) 
The  carrier  frame  of  the  back  pad  carries  also  the  head-rest  support,  which  has  an  independent 
vertical  range  of  7  inches,  giving  the  head  rest  with  the  adjustment  of  the  back  (11  inches)  a  total 
range  of  18  inches.  The  limits  are  thus  far  enough  apart  to  accommodate  the  head  of  the  smallest 
or  largest  patient.  Besides  this  vertical  range  the  head  rest  is  universally  adjustable  by  means  of 
two  ball-and-socket  joints,  all  the  movements  being  controlled  by  the  wheel  handle  (0342Y),  a  quarter 
turn  of  which  releases  or  locks  the  entire  supporting  mechanism  rigidly.  Tlie  head-rest  pads  are 
adjustable  separately  by  means  of  wheel  handles  (360Y). 
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THE  NEW  MODEL  WILKERSON  CHAIR— (Continued) 

THE  FOOT  REST 

(The  references,  except  when  otherwise  stated,  are  to  Fig.  7) 

The  foot-board  support  is  a  curved  drop  frame,  hinged  to  the  front  of  the  body  frame.  It  is 
placed  as  desired  in  any  one  of  several  positions  by  tripping  the  drop-frame  pedal  {170X),  or  it 
can  be  raised  with  the  hand  independently  of  the  lever,  though  the  latter  must  be  used  in  lower- 
ing it.  In  addition  it  has  the  movement  actuated  by  lowering  the  back  to  the  horizontal  position, 
as  already  described.  In  whatever  position  it  is  placed,  it  is  always  parallel  to  the  seat,  except  that 
it  is  hinged  to  the  drop  frame  in  such  wise  as  to  permit  it  to  be  swung  over  the  Chair  seat  for 
convenience  in  sweeping  the  office,  etc.  A  carpeted  arch  at  the  lower  end  of  the  drop  frame  affords 
a  foot  rest  for  children  or  a  restful  change  for  adult  patients.  At  the  outer  end  of  the  foot  board 
is  a  foot  rest,  capable  of  two  adjustments,  with  a  pivoted  extension  rest  or  toe  piece  (228,  Fig.  4). 
If  the  foot  rest  be  left  in  the  position  shown  in  Fig.  5  when  extracting,  it  might  be  broken  by  the 
patient  bracing  his  feet  against  it,  and  throwing  his  whole  force  upon  it.  To  avoid  this  possibility 
it  is  only  necessary  to  depress  the  link  (212,  Fig.  4),  when  the  foot  rest  will  drop  into  a  position 
parallel  with  the  foot  board. 

UPHOLSTERY  AND  FINISH 

The  upholstery  and  finish  of  the  New  ^Model  Wilkerson  Chair  are  of  the  same  character  as  those 
of  the  Diamond  Chair,  described  in  detail  at  page  10. 

For  prices  see  page  24 
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THE  NEW  MODEL  WILKERSON  CHAIR— (Continued) 


Fig.  7 


Rocking-back  Lever, 
for  Controlling 
the  Tilting  of  the 
Hack. 


271 


Cylinder  Cover, 
(Dome  Cap) 


020 


Base  1 


360Y 


Head-rest  Arm 
Clamp  Handle  for 
adjusting  H  e  a  d- 
rest  Pads. 


0342Y    Head-rest  Clamp 
Screw  Handle, 
Controlling  Head- 
rest Adjustment. 
-  293Y    Slidlng-back  Clamp 
nut  Handle,  Con- 
trolling  the  Ver- 
tical Movement  of 
the  Back. 


—  138  Rocking  Lever,  for 
Tilting  the  Chair 
body. 


 170X 


Drop  Frame  Pedal, 
for  Operating 
Foot  Board. 


^  121X    Treadle  Pad. 


083    Treadle,  or  Operat- 
ing Lever. 


Diagrammatic  representation  of  New  Model  Wil- 
kerson  Chair  (from  the  rear  J  shoioing  im- 
portant parts  referred  to  in  the  de- 
scription, and  their  relations 
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THE  NEW  MODEL  WILKERSON  CHAIR  WITH 
CANE  UPHOLSTERY 


Fig.  8 


A  complete  summer  outfit  for  the  New  Model  Wilkerson  Chair,  consists  of  a  cane  seat,  hack 
and  head  rest,  solid  wood  arms,  foot  board  covered  with  cork  carpet,  with  metal  toe-plates.  This 
Cork  Carpet  is  really  a  cork  linoleum,  in  maroon  and  green,  and  is  an  excellent  dust  hider.  It  always 
looks  well,  and  is  tough  and  durable. 

For  prices  see  next  page 
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The  New  Model  Wilkerson 

Chair 

PRICES 


In  Decorated  Black  Japan  Base  and 
Frame,  with  Seat,  Back,  Head  Rest 
and  Arms  upholstered  in  Maroon  or 
Green  Plush,  and  Foot  Boards  cov- 
ered with  Cork  or  Wilton  Carpet  •  •  •  $250.00 

(Cork  Carpet  with  Metal  Toe-Plates 
sent  unless  otherwise  ordered.) 

White  Enamel  Base  and  Frame,  Plain 

adds   5.00 

White  Enamel  Base  and  Frame,  Deco- 
rated, adds   10.00 


We  are  also  prepared  to  finish  this 
Chair  in  Blue  or  other  colored  Enamel. 
Prices  on  application. 

With  Cane  Upholstery  instead  of  Plush, 
including  Cane  Seat,  Back,  and  Head 
Rest,  Solid  Wood  Arms,  and  Foot 
Boards  Covered  with  Cork  Carpet,  with 


Metal  Toe-Plates,  adds   15.00 

Complete  Cane  Outfit,  apart  from  Chair  49.00 

Parts  of  Cane  Outfit,  singly 

Seat  $14.00 

Back     17.00 

Arms  (2)  Mahogany   6.00 

Head-rest  Pads    9.00 

Foot  Boards  (Maroon  or  Green  Cork 

Carpet)   5.00 


Septembeu  1911]     THE   S.S.WHITE     <M§Z>     DENTAL   MFG.  CO.  25 


LEATHER  UPHOLSTERY  FOR  DENTAL  CHAIRS 

We  no  longer  upholster  dental  chairs  in  leather  except  upon  order.  All  our  stock  chairs  hereafter 
will  be  upholstered  in  plush  or  cane,  and  quotations  of  prices  for  leather  upholstery  will  be  omitted 
from  advertisements. 

Our  reason  for  taking  this  step  is  that  leather  upholstery  is  likely  to  prove  unsatisfactory  to  the 
purchaser,  through  causes  which,  with  all  our  experience  of  more  than  a  third  of  a  century,  we  are 
unable  to  gviard  against. 

A  dental  chair  finely  upholstered  in  leather  looks  rich  and  beautiful  when  new.  It  will.be  a  dur- 
able upholstery  and  will  maintain  its  handsome  appearance  for  a  long  time,  if  the  leather  is  sound 
and  perfectly  tanned  and  the  colors  fast.    Right  in  the  "if"  is  where  the  principal  difficulty  comes  in. 

Hides  vary  in  texture  in  that  different  parts  of  tlie  same  skin  vary  in  the  way  they  take  the  dye. 
This  leads  to  variations  in  color  and  in  many  cases  these  differences  only  show  up  after  the  chair 
has  been  in  use  for  a  time. 

Still  another  difficulty  is  the  instability  of  the  coloring  of  many  skins.  In  examining  them,  there 
appears  to  be  no  fault,  but  when  put  on  a  chair,  after  a  while  the  color  begins  to  come  off,  to  the 
damage  of  the  clothes  of  patient  and  operator. 

As  we  have  said,  there  appears  to  be  no  way  by  which  one  can  know  positively  in  advance  just 
how  a  given  piece  of  leather  is  going  to  behave  in  use. 

We  shall  therefore  hereafter  supply  leather  upholstery  to  order  only,  and  then  at  the  entire  risk 
of  the  purchaser.  When  leather  upholstery  is  ordered,  we  will  give  our  best  judgment  to  the  selec- 
tion of  the  skins,  and  endeavor  to  obtain  the  best  the  market  affords,  but  cannot  be  held  responsible 
beyond  this. 


CHAIR  OIL 

The  oil  we  supply  for  our  hydraulic  lift  Chairs  is  specially  prepared  for  the  purpose.  It  is  the  re- 
sult of  a  long  course  of  experiments  in  the  effort  to  obtain  a  mixture  of  oils  that  would  stand  varia- 
tions of  temperature  without  gumming.  Examination  into  complaints  received  from  dentists  that 
their  oil  wells  leaked  has  shown  that  in  renewing  the  oil  they  have  put  in  too  much — in  fact,  filled 
the  oil  well  above  the  packing.  In  time  the  oil  soaked  through  the  packing  and  trickled  down  the 
outside  of  the  well.  We  now  label  every  can  sent  out,  and  each  contains  the  proper  quantity  for  the 
Chair,  as  marked,  viz : 


Si  pints  for  the  Wilkerson  Low-base  Chair    $1.00 

3  "  "  "         "          Medium       "    1.00 

4  "  "  "         "          High            "    1.25 

4  "  "  "         "          9-in.  High-low  Chair    1.25 

5  "  "  "         "         11-"          "            "    1.50 

5  "  "  "         "         13-"          "            "    1.50 

4  "  "  "  S.  S.  White  Pedal-lever  Chair    1.25 

6  "  "  "  New  Model  Wilkerson    1.75 

6  "  "  "  Duplex  Lift    1.75 

8  "  "  "  Diamond  Chair    2.25 
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THE  S.  S.  WHITE  PORTABLE  DENTAL  CHAIR 


To  the  dentist  who  has  a  traveling  or  a  visiting  practice  a  Portable  Chair  is  a  necessity,  and  it  i3 
equally  necessary  that  the  chair  has  in  good  degree  the  qualities  of  lightness,  strength,  adaptability, 
simplicity  of  construction,  and  compactness  when  packed  for  transportation. 

The  S.  S.  White  Portable  Dental  Chair  is  as  light  as  is  consistent  with  sufficient  strength ;  its  parts 
have  a  range  of  movement  affording  a  large  degree  of  comfort  to  both  operator  and  patient;  it  is 
quickly  unpacked  and  set  up,  and  as  quickly  repacked. 

The  seat  has  a  range  of  17  inches  from  the  lowest  to  the  highest  position,  and  the  back  has  a  corre- 
sponding range.  The  head  rest  has  all  the  usual  movements,  and  the  back  may  be  inclined  quite  suffi- 
ciently for  convenient  operating.  As  shown  in  the  illustration,  the  box  forms  a  part  of  the  foot  rest; 
the  addition  of  part  G  makes  a  foot  rest  of  range  enough  for  convenience. 

Both  back  and  seat  are  provided  with  stretcher  jacks,  which  stiffen  them  ai^d  afford  the  means  for 
correcting  the  effects  of  stretching,  keeping  the  roller  blocks  always  square. 

Back  and  seat  upholstered  in  velvet  carpet ;  head  rest  in  corduroy,  metal  parts  finished  in  black  Japan. 

The  Box,  made  of  hard  wood  and  very  strongly  put  together,  is  39  inches  long,  13  inches  wide,  7i 
inches  deep,  and  with  the  other  parts  of  the  Chair  packed  in  it,  weighs  95  pounds.  The  outside 
packing  case,  for  shipment,  adds  23  pounds. 

Full  directions  for  unpacking  and  setting  up  tlie  Cliair  will  be  found  in  the  top  of  each  box. 
Following  the  directions,  less  than  ten  minutes  will  be  required  for  packing  or  unpacking. 

Price,  Portable  Chair,  including  Box    $45.00 

The  Cuspidor-bracket  No.  5  made  specially  for  this  chair  (see  page  41). 


September  1911]     THE  S.S.WHITE     <^$>     DENTAL  MFG.  CO. 


27 


THE  WATKINS  SECTIONAL  HEAD  REST 

Device  of  Dr.  S.  C.  Q.  WATKINS 


The  Head-rest  Pad  of  the  Watkins  Head  Rest  is  composed  of  two  independent  sections,  for  each 
of  which  a  separate  and  nearly  universal  adjustment  is  provided.  The  head  of  the  patient  can  be 
fixed  comfortably  and  conveniently  in  any  desired  position. 

Of  the  illustrations,  Fig.  1  shows  a  desirable  adjustment,  and  Fig.  2  is  a  rear  view  exhibiting  the 
simplicity  of  the  working  mechanism.  As  shovm,  it  can  be  used  on  any  Wilkerson  Chair,  but  those 
who  already  have  chairs  and  wish  to  procure  the  improved  Head  Rest  will  have  to  give  the  number  of 
their  chair  in  ordering,  as  the  head-rest  bar  has  been  changed  three  times  during  the  life  of  the  Wil- 
kerson Chair,  and  the  chair  number  is  our  only  clue  to  the  kind  of  bar  to  send.  This  number  is 
stamped  on  the  top  of  the  plunger  under  the  seat. 

The  Watkins  Sectional  Pads  can  be  attached  in  place  of  the  Wilkerson  Pad  and  Arm  Rest,  but  to  do 
so  the  entire  head  rest,  including  the  clamps  and  bar  must  be  sent  to  us.  The  new  Pads  will  be  sup- 
plied for  $20.00  and  a  small  extra  charge  for  fitting  the  ball  to  the  old  socket,  but  we  cannot  consent 
to  credit  any  portion  of  the  old  head  rest,  because  we  would  not  put  worn  parts  on  new  chairs,  and 
there  is  no  other  outlet  for  them. 

The  Watkins  Head  Rest  can  be  applied  to  the  Diamond  Chair  of  the  present  standard  pattern,  and 
with  special  fittings  to  other  of  our  older  makes  of  chairs. 

Price  for  Regular  Wilkerson  Chair,  D   $35.00 

'■      "    Standard  Pattern  Diamond  Chair  {see  pp.  4-13)   ..    35.00 
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PORTABLE  HEAD  RESTS 


THE  S.  S.  WHITE  IMPROVED 


May  be  attached  to  almost  any  chair. 
Free  and  full  movement  in  all  directions. 
Up-and-down  range,  8  inches. 
Suits  a  tall  man  or  a  small  child. 
Holds  its  place  without  movement. 
Affords  firm  support. 

Substantially  made,  nicely  finished — all  exterior 
metal  parts  nickel  plated;  upholstered  in  green 
or  maroon  plush. 

Weighs  51  lbs.;  packs  in  box  161  x  9J  x  4A 
inches;  box  fitted  for  repacking. 

Price  $12.00 


IMPROVED  SELF=ATTACHINQ 

Invention  of  Dr.  O.  C.  White 
STYLES  No.  6  AND  No.  7,  LIGHT  WEIGHT 


The  illustration  shows  these  Head  Rests  attached 
to  a  common  office  chair,  and  folded  for  transportation 
or  to  lay  aside.  More  than  10,000  have  been  sold. 
Their  construction  has  been  carefully  revised  and 
brought  up  to  date  In  every  particular.  Special  im- 
provements in  the  joining  and  shape  of  the  cross 
arm  give  even  greater  strength,  rigidity,  and  adjust- 
ability. 

They  accommodate  themselves  to  almost  any  chair, 
sofa,  lounge,  or  settee,  and  can  be  used  on  the  backs 
of  car  seats.  They  have  free  adjustability  to  any 
positions — for  either  a  tall  person  or  a  child — and  are 
securely  fastened  by  turning  but  one  thumb  screw. 
They  are  equally  well  adapted  for  office,  house,  or 
travel ;  an  invaluable  comfort  to  the  sick. 

Bars  and  slides  of  malleable  and  wrought  iron, 
finely  japanned.  Thumb  screw  and  top  piece  nickel 
plated.    Base  plate  in'  gilt. 

Weight  43  lbs. 

Price,  No.  6,  Upholstered  in  Plush   .  .  .  $8.00 
No.  7,  Upholstered  in  Raw  Silk.  7.00 

STYLE  No.  9,  LARGE  SIZE 

This  Head  Rest  is  made  heavier  and  stronger 
throughout  than  Nos.  6  and  7.  The  Pad  is  larger 
and  is  removably  attached  to  its  supporting  arm  by  a 
Ball-and-Socket  Joint.  It  has  had  the  same  improve- 
ments and  reconstruction  as  the  lighter  styles.  It 
folds  up  to  occupy  but  little  space,  has  a  greater  range 
of  adjustability,  and  is  a  device  of  the  highest  grade 
in  every  respect. 

Metal  parts  of  steel,  wrought  and  malleable  iron, 
finely  japanned.  Thumb  screws  and  Ball-and-Socket 
Joint  nickel  plated.    Base  Plate  in  gilt. 

Weight,  complete,  7i  lbs. 

Price.  No.  9,  Upholstered  in  Plush.  .  .  $1.S.00 
No.  9,  Upholstered  in  Raw  Silk  11.00 
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THE  LYON  ADJUSTABLE  OPERATING  STOOL 


The  position  assumed  by  the  dentist  in  many  operations  upon  the  teeth  is  not  a  small  matter  when 
the  length  of  time  he  is  required  to  maintain  it  is  taken  into  the  account. 

If  the  position  is  an  unfavorable  one,  the  result  is  backache,  chest  pains,  nervous  prostration,  dys- 
pepsia, sleeplessness,  and,  if  too  often  repeated,  a  premature  grave. 

Besides,  in  order  to  give  the  patient  the  benefit  of  all  the  attention  and  concentration  of  thought, 
and  the  best  manipulative  skill  of  which  one  is  capable,  it  is  necessary  that  the  operator's  attention 
should  not  be  diverted  to  himself.  A  constrained  or  painful  attitude  must,  therefore,  necessarily  de- 
tract very  materially  from  the  desired  result. 

The  Lyon  Operating  Stool  affords  a  comfortable  support  either  high  or  low  which  may  be  instantly 
varied.    It  thus  affords  the  rest  which  comes  from  change,  and  forestalls  weariness. 

The  height  can  be  varied  from  twenty-three  to  thirty-five  inches  from  the  floor.  A  series  of  holes 
or  pockets  for  the  reception  of  a  spring  plunger  are  drilled  in  the  bottom  of  a  groove  extending  from 
end  to  end  of  the  supporting  rod.  The  plunger,  which  also  swivels,  is  controlled  by  the  lever  A.  Pull- 
ing the  knob  of  the  lever  away  from  the  standard  lifts  the  plunger  out  of  its  pocket,  releasing  the  sup- 
porting rod,  so  that  the  seat  can  be  raised  or  lowered.  Upon  the  lever  being  released,  the  spring 
throws  the  plunger  forward,  seating  it  in  the  proper  pocket  and  locking  the  seat  at  the  proper 
height. 

Placing  the  heel  upon  the  treadle  on  the  base  allows  the  inclination  of  the  stool  to  be  changed  as 
desired  without  any  use  of  the  hands. 

Base  and  standard  are  japanned  black,  neatly  ornamented,  plunger  lever  and  treadle  nickel  plated, 
seat  upholstered  with  curled  hair,  and  covered  with  maroon  or  green  plush. 


PRICES 


Black  Japan,  Decorated  . . 
White  Enamel,  Plain,  adds 


$17.00 


1.00 


it 


Decorated,  adds 


2.00 
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COMBINATION  DENTAL  CHAIR  ATTACHMENT 


This  attachment  comprises  so  many  useful  devices  as  to  make  it  an  almost  perfect  combination 
Tool  tray,  Cuspidor  carrier,  and  Tumbler  holder. 

A  curved  swinging  crane  pivoted  to  the  left  trunnion  arm  of  the  chair  carries  an  upright  standard 
rod  or  support.  At  the  top  of  the  rod  is  a  swinging  tumbler  holder,  and  immediately  below  it  the 
tool  tray  bracket  arm.  The  tool  tray  is  attached  to  the  arm  by  a  socket,  which  gives  the  tray  a  hori- 
zontal pivotal  movement.  The  Cuspidor  bracket  has  a  vertical  range  upon  the  standard  of  twelve 
inches,  and  swings  freely  around  it.  It  is  provided  with  a  Cuspidor  holder  similar  to  that  of  our  No. 
4  Cuspidor  bracket,  and  the  arm  is  curved  conveniently  to  allow  the  Cuspidor  to  be  swung  out  of  the 
way  when  desired.  The  standard  has  a  vertical  range  of  twelve  inches  and  is  held  securely  at  any 
point  by  a  clamp  block  in  the  swinging  crane.  This,  with  the  various  adjustments  of  the  auxiliary 
parts,  permits  an  almost  unlimited  choice  of  positions,  some  of  which  are  shown  by  the  dotted  lines 
in  the  illustration. 

Adapted  to  the  New  Model  Wilkerson,  the  Wilkerson  and  The  Diamond  Dental  Chairs. 


PRICES 

Black  Japan,  Decorated  (Less  Table  and  Cuspidor)    $15.00 

White  Enamel,  Plain,  adds    1.00 

Decorated,  adds   ".   2.00 


Outfitted  with  Table  and  Cuspidor  at  value  {see  pages  40,  43-48). 
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This  appliance  is  in  effect  a  Combination  AttO'Chment  set  up  on  an  independent  stand.  It  can  be 
placed  wherever  the  convenience  of  patient  and  operator  dictate. 

PRICES 

Black  Japan,  Decorated  (Less  Table  and  Cuspidor)    $22.00 

White  Enamel,  Plain,  adds    1.00 

"          "        Decorated,  adds    2.00 

Outfitted  with  Table  and  Cuspidor  at  value  ( see  pages  40,  43-48 ) . 
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THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6 

WITH  BOWL  OF  GLASS,  PORCELAIN,  METAL 

Patented  October  18,  1898.     (Nos.  612,655  and  612,659) 

The  two  principal  advantages  of  the  so-called  fountain  spittoon  over  the  ordinary  cuspidor  are  ( 1 ) , 
it  largely  reduces  the  factor  of  personal  attention,  and  (2),  it  removes  at  once  the  possibility  of  dis- 
agreeable odors  in  the  office  from  the  decaying  debris  of  operations. 

In  the  S.  S.  White  Spiral  Flush  Spittoon  No.  6  we  offer  decidedly  the  most  effective  means  for  ac- 
complishing these  ends  ever  placed  at  the  service  of  the  dentist.  It  is  simple  in  design,  stron"-  in  con- 
struction, efficient  in  action,  economical  of  operation,  and  elegant  in  appearance.     (Fig.  I.)'' 

GENERAL  ADVAN= 

TAGES 

Its  equipment  is  complete, 
comprising  the  best  automatic 
cleansing  device  to  be  found  in 
any  fountain  spittoon,  an  effi- 
cient saliva  ejector,  and  a 
water  tap  for  the  tumbler,  each 
operated  by  a  separate  cock. 

It  is  convenient.  Attached 
to  the  chair,  it  rises  and  falls 
with  it;  is  quickly  adjusted, 
and  maintains  its  position  as 
placed. 

It  is  of  almost  universal 
adaptation,  can  be  used  in  any 
office  which  has  a  flow  of  run- 
ning water. 

Its  metal  parts,  while  light 
and  graceful  in  design,  have 
abundant  strength,  and  because 
there  is  no  moving  machinery 
connected  with  its  operation  it 
is  serviceable,  will  last  for  a 
long  time. 

THE  OPERATION  OF 

THE  FLUSH 

The  most  important  func- 
tion of  a  fountain  spittoon  is 
the  flushing  of  the  bowl.  In 
our  Spiral  Flush  No.  6  the  ac- 
tion of  the  flush  is  direct.  The 
water  is  projected  from  the 
nozzle  under  the  curved  brim 
in    such   wise   that   it  circles 


The 


8.  S.  White  Spiral  Flush  Spittoon  ]\o.  G 
Floor  cotinection  for  cold  uater 


around  the  bowl,  whose  shape 
constantly  carries  it  nearer  to 
the  central  opening,  down 
which  it  passes  through  a  fun- 
nel into  a  strainer  cup.  Only 

sufficient  water  is  required  to  thoroughly  flood  the  entiie  floor  of  the  bowl.  Any  debris,  falling  or 
thrown  into  the  bowl,  is  caught  in  the  swirling  flow  before  it  has  a  chance  to  lodge,  and  carried  out 
with  the  water.  The  strainer  cup,  which  is  wide  and  deep,  is  supported  from  a  metal  shoulder  within 
the  throat  of  the  bowl,  and  depending  into  the  bowl  chamber.  The  ample  perforations  in  the  side  of 
the  strainer  afford  free  egress  for  the  water  into  the  bowl  chamber,  to  the  bottom  of  which  the  waste 
hose  is  attaclipd. 

CLEANLINESS  AND  SANITATION 

The  next  most  important  attribute  of  a  fountain  spittoon  is  cleanliness,  by  which  sanitation  is  as- 
sured. Our  Spiral  Flush  No.  G  is  the  most  sanitary  spittoon  in  existence.  The  regular  operation  of 
the  flush,  as  has  been  seen,  keeps  the  bowl  clean  by  at  once  carrying  debris  out  of  sight.  The  strainer 
catches  and  retains  the  heavier  and  bulkier  matters,  as  gold  trimmings,  and  cotton  pellets,  which  can 
be  removed  at  convenience.  The  saliva  and  blood,  washed  out  by  the  churning  of  the  water  in  the 
strainer,  pass  on  into  the  waste  hose,  thus  preventing  the  possibility  of  putrefactive  fermentation  taint- 
ing the  air  of  the  office.    Strainer  and  funnel,  both  of  which  are  loose  and  separable,  are  easily  lifted 


September  1911]     THE   S.S.WHITE     <SS®>     DENTAL  MFG.  CO 


33 


THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6— (Continued) 

out  when  the  debris  is  to  be  removed.  On  occasion,  as  for  the  removal  of  deposits  from  impure  water, 
the  entire  apparatus  can  be  dismembered  so  as  to  expose  every  part  to  inspection :  supply  and  waste 
hose  can  be  uncoupled;  bowl  and  tumbler-holder  can  be  removed  easily  if  required,  and  for  all  this  the 
only  tools  needed  are  the  wrench  which  comes  with  the  apparatus,  and  a  screw  driver. 

GURGLING 

A  third  desirable  feature  is  freedom  from  noise  in  operating. 

Water  entering  a  pipe  through  an  open  inlet  carries  with  it  air  bubbles,  which  when  interfered 
with,  coalesce,  forming  a  sufficient  body  of  air  to  force  its  way  backward,  its  escape  through  tlie  water 


Fig.  2 


f 

J 

The  S.  B.  White  Spiral  Flush  Spittoon  No.  6,  with  Combination 
Attachment.    Floor  connection  for  cold  water 

causing  "gurgling."  In  the  S.  S.  White  Spiral  Flush  Spittoon  No.  G,  the  funnel  through  which  the 
water  passes  out  of  the  bowl,  extends  below  the  water  line  in  the  strainer,  forming  a  trap  between  the 
bowl  chamber  and  the  bowl.  Return  air  coming  up  from  the  waste  hose  is  estopped  by  this  water  trap 
from  returning  to  the  bowl,  and  perforce  escapes  through  the  tumbler  holder  by  the  open  tube  (F'. 
Fig.  3).    With  the  proper  kind  of  plumbing  to  carry  off  the  waste  water  there  will  be  no  gurgling. 

IMPORTANT  ADJUNCTS 

The  saliva  ejector  is  a  part  of  the  apparatus.  It  is  very  effective,  and  discharges  into  the  bowl,  and 
is  easily  cleared  in  case  of  stoppage.    It  can  be  used  with  or  without  the  syringe  attachment. 

The  nozzle  for  the  tumbler  supply  has  a  short  curve,  with  plenty  of  room  under  it  to  facilitate 
handling  of  the  tumbler. 

METHOD  OF  ATTACHMENT 

The  S.  S.  White  Spiral  Flush  Spittoon  No.  6  is  attached  to  the  chair  (see  Fig.  3)  by  means  of  our 
regular  crane  (270),  to  the  standard  (280)  of  which  a  bracket  arm  (283)  is  swiveled.  The  free  end 
of  the  bracket  arm  is  socketed  to  receive  a  vertical  stem  (B')  from  the  bowl  arm  (130X),  which  sup- 
ports, at  its  lower  end  the  bowl  (170X)  and  waste  hose  (D'),  at  its  upper  end  the  supply  hose  (E'), 
the  supply  head  (Q),  and  the  tumbler  holder  (IToX).  By  substituting  a  longer  standard  our  Combi- 
nation Attachment  can  be  used  with  the  spittoon  (Fig.  2)  The  reach  of  the  at^^achment  is  sufficient 
to  allow  the  spittoon  to  be  swung  around  directly  in  front  of  the  patient. 
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THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6— (Continued) 

Details  of  Parts  c:=^ 


130X 

140X 

141X 

143 

170X 

175X 

215 

270 

280 

281 

282 

283 

285 

300X 
A' 
B' 
C 
D' 
E' 
F' 

Q 


Sectional  view  of  the  S.  8.  White  Spiral  Flush  Spittoon  No.  6 

Bowl  arm. 

Bowl  chamber  or  union. 

Strainer  or  gold  catcher,  depending  from  the  bowl  socket  into  the  bowl  chamber. 
Funnel,  forming  with  the  strainer  the  trap. 

Bowl  with  central  hollow  stem  fixed  in  metal  socket  to  screw  into  bowl  chamber. 
Tumbler  holder  screwed  to  escape  tube  F'. 
Flushing  nozzle. 
Crane. 

Crane  standard. 

Collar  for  vertical  adjustment  of  standard. 

Set  screws  to  control  the  swiveling  motion  of  the  Spittoon. 

Bracket  arm  in  which  the  bowl  arm  is  swiveled. 

Standard  rod  stop  screw. 

Ejector  nozzle. 

Separable  Clamp,  holding  bowl  chamber  to  lower  end  of  bowl  arm  (part  of  130X). 
Stem  supporting  bowl  arm. 

Separable  clamp  holding  supply  head.     (Part  of  130X.) 
Waste  hose,  attached  to  the  bottom  of  the  bowl  chamber. 
Supply  hose,  attached  to  the  supply  head. 

Escape  tube  for  tumbler  overflow  and  trapped  air.    (Part  of  140X.) 

Supply  head,  attached  to  the  upper  end  of  the  bowl  arm  by  separable  clamp. 
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THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6— (Continued) 


THE  WATER  SUPPLY  AND  INLET  VALVE 


Fig.  4 


Sectional  view  of  main  inlet  valve 

stick  between  the  plug  and  its  seat, 
easily  replaced  by  a  new  one. 


Fig.  4  is  a  sectional  view  of  the  main  inlet  valve. 
It  is  operated  by  the  foot  lever  at  the  left,  by  the 
raising  of  which  the  soft  rubber  ball  or  plug  (51) 
is  drawn  and  compressed  against  its  seat  by  the 
action  of  the  connecting  rod  (52)  and  the  eccentric 
(44),  thus  shutting  off  the  water  from  the  inlet 
(a)  to  the  chamber  (b),  which  connects  with  the 
supply  hose  leading  to  the  supply  head  (Q,  Fig.  3). 

Serious  injury  to  or  wear  of  this  valve  is  almost 
impossible.  When  first  put  in,  particles  of  grit  or 
white  lead  left  in  the  pipes  by  the  plumber  may  stick 
to  the  rubber  plug,  preventing  perfect  closure,  but 
turning  the  lever  'round  and  'round  while  allowing 
the  water  to  flow  freely,  will  usually  wash  them 
out.  If  this  fails,  shut  off  the  water,  remove  the 
valve  by  unscrewing  the  union  nut  (42),  and  loosen 
and  remove  the  dirt  by  inserting  a  match  or  small 
If  after  years  of  use  the  rubber  plug  should  become  hard  it  is 


FLOOR  AND  WALL  CONNECTIONS 

We  advise  the  use  of  the  floor  connections  wherever  practicable,  placed  just  forward  of  the  left  side 
of  the  foot  board  of  the  chair,  as  shown  in  Figs.  1  and  2.  For  buildings  having  concrete  or  fireproof 
floors,  we  supply  wall-connection  fittings  (Figs.  5  and  6).  To  these  the  supply  and  waste  pipes 
(preferably  of  wrought  iron)  are  led  horizontally  along  the  base  board  from  the  nearest  point  of  the 
(Fig.  5  is  for  cold  water  alone.  Fig.  6  for  hot  and  cold  water.)    The  waste  pipe  should  be 

Fig.  5  Fig.  6 

B  A 

A 


plumbing. 


given  a  continuous  slight  descent  from  the  wall  connection  to  its  outlet  into  the  large  sewer  pipe. 
The  frame  should  be  screwed  on  the  base  board  so  that  the  waste  pipe  is  about  4  inches  above  the 
floor,  to  give  room  for  operating  the  foot  valves,  and  also  for  sweeping.  The  |-inch  waste  pipe  will 
carry  the  water  for  25  to  30  feet  with  a  fall  of  i  inch  in  10  feet.  When  necessary  to  place  the  con- 
nection frame  higher,  it  will  work  well  up  to  18  inches  from  the  floor.  The  waste  hose  is  70  inches 
long,  which  is  the  proper  length  when  the  toe  piece  of  the  chair  is  12  inches  iron  the  wall. 
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AS  TO  BOWLS  FOR  THE  S.  S.  WHITE  SPIRAL  FLUSH 

SPITTOON  No.  6 

The  ease  with  which  glass  and  porcelain  may  be  cleansed,  long  since  indicated  their  desirability  as 
material  for  fountain  spittoon  bowls.  It  was  only  after  seemingly  endless  experiments,  in  which  we 
probably  destroyed  ten  defective  bowls  for  every  one  which  finally  passed  our  inspection,  that  we 
succeeded  in  obtaining  an  adequate  supply  of  glass  and  porcelain  bowls  which  would  meet  our  exact- 
ing requirements. 

Metal  bowls  can  be  readily  made  to  standard  sizes  and  shapes,  and  free  from  defects  and  blem- 
ishes; but  with  glass  and  porcelain  numerous  difficulties  are  encountered.  The  plastic  character  of 
both,  at  certain  stages  of  their  manufacture,  and  the  high  heats  necessary,  render  it  extremely  difficult 
to  maintain  the  required  uniformity  in  dimensions  and  forms,  and  open  the  way  for  numerous  surface 
blemishes  which  it  is  unfortunately  commercially  impossible  to  escape. 

First.  Both  materials  are  fragile,  and  of  necessity  bowls  made  of  either  glass  or  porcelain  must  be 
more  liable  to  accidental  breakage  than  if  made  of  metal.  Porcelain  is  undoubtedly  somewhat  stronger 
than  glass. 

Second.  Breakage  from  unequal  expansion  and  contraction.  Porcelain  is  probably  the  better  in 
this  regard.  We  do  not  advise  the  use  of  glass  or  porcelain  bowls  in  spittoons  provided  with  hot- 
and  cold-water  connections. 

Third.  Surface  blemishes,  notably  air  bubbles  and  hair  lines  in  glass;  unequal  glazing,  crazing  and 
glazing  specks  in  porcelain.  Regarding  both  materials,  we  aim  to  maintain  the  highest  commercial 
standard  possible.  Probably  only  an  occasional  extra-critical  customer  will  ever  learn  to  what  we 
refer  by  observation. 

PRICES 

THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6,  complete  with  bowl  of  Glass, 
Porcelain  or  Metal,  Tumbler  Holder  to  match,  clear  glass  tumbler  and  Saliva 
Ejector,  and  with  floor  or  wall  connections  for  cold  water,  metal  parts  finished  in 


Black,  Japan,  decorated,  and  Nickel  Plate   $55.00 

THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6,  complete  with  bowl  of  Glass, 
Porcelain  or  Metal,  Tumbler  Holder  to  match,   clear  glass  tumbler  and  Saliva 

Ejector,  and  with  floor  or  wall  connections  for  hot  and  cold  water   65.00 

Syringe  Attachments  adds  to  the  above  prices   4.00 

"              "            separately    4.50 

W'hite  Enamel,  Plain,  instead  of  Black  Japan,  adds    1.00 

"          "       Decorated,  instead  of  Black  Japan,  adds    2.00 

Table  Attachment  less  Table,  adds  to  above  prices    5.00 

"          White  Enamel,  Plain,  less  Table,  adds   5.50 

"            "              "      Decorated,   less  Table,  adds    6.00 

(For  prices  of  Tables  see  pages  45,  46,  47,  and  48.) 

Bowl  of  Glass,  Porcelain  or  Metal,  with  Tumbler  Holder  to  match    10.00 

Bowl  of  Glass,  Porcelain  or  Metal,  separately   9.00 

Tumbler  Holder  of  Glass,  Porcelain,  or  Metal  separately    2.00 


To  those  having  the  S.  S.  WHITE  COMBINATION  ATTACHMENT  who  may  desire  to  utilize  the 
crane,  rod  and  set  screw,  we  will  supply — ■ 

THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6,  complete  with  bowl  of  Glass, 
Porcelain  or  Metal,  Tumbler  Holder  to  match,  clear  glass  tumbler  and  Saliva 
Ejector  with  floor  or  wall  connections  for  cold  water,  less  crane,  rod  and  set  screw  $51.50 

THE  S.  S.  WHITE  SPIRAL  FLUSH  SPITTOON  No.  6,  complete  with  bowl  of  Glass, 
Porcelain  or  Metal,  Tumbler  Holder  to  match,  clear  glass  tumbler  and  Saliva 
Ejector,  with  floor  or  wall  connections  for  hot  and  cold  water,  less  crane,  rod  and 
set  screw    61.50 
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THE  S.  S.  WHITE  SURGEONS'  SPIRAL  FLUSH  SPITTOON 

Patented  Oct.  18,  1898 


The  S.  S.  White  Spiral  Flush  Spittoon  finds  a  wide  field  of  usefulness  in  the  minor  operations  of 
the  general  surgeon  about  the  nose,  mouth,  and  throat.  But  there  is  no  call  in  this  service  for  any- 
thing but  a  quick,  sure  flushing  of  the  spittoon  bowl.  We  therefore  make  a  modification  of  the  ap- 
pliance to  adapt  it  to  this  need,  and  known  as  the  S.  S.  White  Surgeons'  Spiral  Flush  Spittoon. 

All  unnecessary  parts  are  omitted,  leaving  only  the  spittoon  proper,  with  the  supply  and  waste 
tubes  and  the  simple,  efficient  flushing  device,  mounted  on  a  convenient  crane  and  bracket.  It  disposes 
instantly  of  the  blood,  mucus,  and  other  debris-  of  the  operations  indicated,  assuring  that  no  odor  or 
unsightly  traces  shall  be  left  to  nauseate  the  patient. 

Deep  down  the  wide  throat  of  the  bowl  is  a  metal  strainer  cup,  depending  into  which  is  a  funnel 
fitting  the  opening  neatly,  through  which  debris  passes  to  the  cup,  where  all  solid  matters  are  retained. 
Saliva  and  blood,  washed  out  by  the  churning  of  the  water  in  the  strainer,  pass  on  to  the  waste  pipe, 
preventing  the  possibility  of  putrefactive  fermentation  tainting  the  air  of  the  office.  By  this  funnel 
and  strainer-cup  arrangement  "gurgling"  is  prevented  and  the  action  of  the  Spittoon  made  noiseless. 

Its  operation  is  very  economical,  only  sufficient  head  of  water  being  required  in  the  bowl  to  cover 
its  floor  and  establish  a  complete  circling.    This  is  readily  regulated  by  the  flushing  cock. 

For  cold  water  only.  Can  be  used  in  any  office  which  has  a  flow  of  running  water.  Wall  or  floor 
(as  shown)  connections  supplied. 

As  will  be  seen  upon  inspection  the  construction  and  operation  of  this  Spittoon  make  it  a  cleanly 
and  sanitary  apparatus,  affording  every  possible  hygienic  protection.  It  is  ornamental  in  appearance, 
and  strongly  made  throughout.  The  bowls,  of  glass  or  porcelain,  are  accurately  made,  the  silk-covered 
hose  is  extra  hea\y  and  of  fine  quality,  and  the  valves  of  the  most  efficient  character.  Last,  but  not 
least,  all  parts  are  readily  got  at  for  inspection. 

PRICES 

Surgeons'  Spiral  Flush  Spittoon,  with  Wall  Bracket,  as  shown.  Black  Japan,  Decorated, 


with  Glass  Bowl,  cold  water.  Floor  or  Wall  Connections    $39.00 

Crane  for  attachment  to  Chairs,  instead  of  Wall  Bracket,  adds    3.00 

White  Enamel,  Plain,  adds   1.00 

Decorated,  adds    2.00 

Porcelain  Bowl  adds    4.00 
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SALIVA  EJECTORS  AND  SYRINGE  ATTACHMENT 

FOR  SPIRAL  FLUSH  SPITTOONS  3B,  3C,  4  AND  5 

These  Saliva  Ejectors  are  the  most  effective  appliances  of  their  kind,  besides  having  the  advantage 
of  being  put  into  service  quickly.  They  are  attached  to  the  faucet  of  the  Spittoon  by  a  few  turns  of 
the  union  nut,  which  takes  only  a  moment  to  adjust  and  gives  firm,  tight  fastening. 


No.  3  Saliva  Ejector  is  for  use  with  Spiral  Flu3h  College  Spittoons,  Nos.  3B  and  3C. 

No.  4  Saliva  Ejector  is  for  use  with  the  Spiral  Flush  Office  Spittoons,  Nos.  4  and  5. 

No.  5  Saliva  Ejector  is  the  same  as  No.  4,  except  that  it  carries  an  additional  silk-covered  branch 
pipe  for  the  attachment  of  the  syringe. 

All  of  these  Ejectors  are  readily  taken  apart  for  cleansing,  and  all  of  them  are  attached  by  means 
of  the  union  nut. 

The  Syringe  Attachment  is  a  novel  device.  Apparently  it  consists  only  of  the  silk-covered  tubing 
with  its  union  nut  connection  at  one  end,  and  the  syringe  point  at  the  other  with  a  hook  to  hang  it  up 
when  not  in  use.  There  is,  however,  a  concealed  valve,  which  is  opened  by  merely  flexing  the  rubber 
tubing  immediately  back  of  the  metal  point  and  closed  by  straightening  the  tubing.  This  Syringe 
Attachment  can  be  had  separately  or  as  part  of  the  No.  5  Saliva  Ejector. 

The  Syringe  and  each  of  the  Ejectors  is  supplied  with  4  feet  of  silk-covered  rubber  hose  or  tubing. 

For  prices  see  page  39 
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SALIVA  EJECTORS— (Continued) 

MOUTHPIECES 

PLAIN  GLASS  MOUTHPIECE  IMPROVED  GLASS  MOUTHPIECE 

Dk.  J.  Simonson's,  Pat.  June  4,  1895 

Shown  on  reduced  scale 


GLASS  MOUTHPIECE,  DR.  ROOSA'S 


Shown  on  reduced  scale 


METAL  MOUTHPIECE 

Dr.  Hyman  Roosa's 


The  Plain  Glass  (Flint)  Mouthpiece  is  the  one  supplied  with  the  Ejectors,  un- 
less otherwise  ordered.    Also,  in  Amber  and  Blue,  upon  order  at  the  same  price. 

The  Improved  Glass  Mouthpiece  has  the  orifice  at  A  protected  by  the  turned-up 
end  of  the  tube,  so  that  it  is  not  liable  to  be  obstructed  by  the  mucous  membrane 
of  the  mouth  being  drawn  into  it. 

The  Metal  Mouthpiece  does  away  with  all  risk  of  breakage.    The  openings  in 
the  tip  are  depressed  so  that  at  least  one  will  always  be  free  from  tongue  or  gum 
Easily  sterilized  by  dry  or  water  heat. 

IMPROVED  MOUTHPIECE  CONNECTIONS 

Patented  April  19,  1898 

The  Improved  Mouthpiece 
Connection,  of  which  en- 
larged views  are  shown,  is 
quickly  applied,  and  forms 
an  unequaled  attachment. 
The  silk-covered  rubber  hose 
is  slipped  over  the  nipple  B 
and  secured.  The  cap  C  is 
loosened,  the  end  of  the 
Mouthpiece  inserted 
through  the  rubber  washer 
D,  and  the  cap  is  screwed 
down  to  tighten  the  washer. 
A  fine  wire  diaphragm  E  is 

placed  in  the  body  of  the  connection  to  catch  d6bris  which  might  clog  the  hose.  It  is  easily  got  at  by 
unscrewing  at  A.  The  parts  of  the  Connection,  it  will  be  seen,  are  readily  separated  for  inspection  and 
cleansing  and  for  sterilizing. 

PRICES 

Saliva  Ejector  No.  3    $4.00 

"    4    4.00 

"  "       "    5  and  Syringe  combined    7.00 

Improved  Connection  for  Saliva  Ejector  Mouthpiece   75 

Syringe  Attachment  separately    4.00 

Plain  Glass  Mouthpieces,  Flint,  Amber,  or  Blue   per  doz.  $0.60;  each  .06 

Improved  Glass  Mouthpieces  (Dr.  Simonson's)    "         I.OO;     "  .10 

Glass  Mouthpieces  (Dr.  Roosa's),  Flint,  Amber,  or  Blue    "  .80;     "  .08 

Metal  Mouthpieces  (Dr.  Roosa's)    "  .60 


40 


THE   S.S.WHITE     <3fe>     DENTAL  M  F  G  .  C  O  .  [September  191 1 


CUSPIDORS 


No.  4  in  parts 


No.  4 


No.  6 


These  two  Cuspidors  are  strong  and  durable  and  readily  cleansed.  Made 
of  heavy  spun  brass,  nickel  plated. 

No.  4  is  especially  heavy  and  durable.  It  has  a  gold  catcher,  as  shown, 
which  is  suspended  from  a  shoulder  at  the  junction  of  funnel  and  bowl. 
The  opening  between  the  funnel  and  bowl  is  small.  For  easy  cleansing,  the 
upper  section  unscrews.  Dimensions,  Ti  inches  high,  75  inches  across  the 
greatest  diameter  of  the  funnel. 
No.  6  has  a  large  opening  from  the  funnel  into  the  bowl,  is  without  gold  catcher,  but  is  supplied  with 
a  cap  to  hide  the  contents  of  the  bowl.    The  larger  opening  permits  it  to  be  conveniently  cleaned. 

Price,  Cuspidor  No.  4,  including  Gold  catcher    $4.00 

"    6    2.50 


CUSPIDOR  FUNNEL 


Glass  Funnel  for 
Nos.  4  and  6  Cuspidors 


A  glass  Funnel  will  save  the  plating  of  a  metal  cuspidor  from  injury  from  mercury,  acids,  etc.  It 
has  the  further  advantage  that  blood  will  not  be  readily  seen  on  the  dark-colored  glass. 
Made  of  claret-colored  glass. 

Price   ,   $0.75 
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CUSPIDOR  BRACKET  No.  4 


This  Cuspidor  Bracket  is  a  model  of 
convenience  and  security.  It  has  no 
spring;  catch,  or  lock ;  a  slight  push  on 
the  point  of  the  arm  at  A  opens  or  closes 
it,  yet  there  is  no  possibility  of  acciden- 
tal opening.  It  is  made  in  our  usual 
style,  japanned  and  neatly  ornamented. 
The  sides  are  so  beveled  as  to  take  any 
of  our  cuspidors,  and  it  is  adapted  to 
Sockets  Nos.  1,  2,  and  3. 

Price,  without  Socket   $2.50 


CUSPIDOR  BRACKET  No.  5 


Cuspidor  Bracket  No.  5  enables  the  user  of  our  Portable  Chair  to  attach 
a  Cuspidor  conveniently  to  the  chair  so  that  it  moves  up  and  down  with 
the  seat.  It  will  carry  any  cuspidor  that  has  a  neck,  and  can  be  packed 
in  the  box  with  the  chair  for  transportation.  The  small  illustration  shows 
the  method  of  attachment  to  the  seat  support. 

Price,  Cuspidor  Bracket  No.  5    $1.50 


SOCKETS  FOR  CUSPIDOR  BRACKETS 


No.  1 


No.  2 


PRICES 

No.  1,  for  New  Model  Wilkerson,  Regular  Wilkerson,  Dia- 
mond, and  Duplex  Chairs   each  $0.7-5 

"    2,    "    Wood-frame  Chairs    "  .75 

"    3,    "    Morrison  Chairs    "  1.75 


42 


THE   S.S.WHITE     <^0'     DENTAL  M  F  G  .  C  O  .  [September  1911 


THE  S.  S.  WHITE  TOOL  BRACKET  No.  1 


The  S.  S.  White  Tool  bracket  No.  1  has  long  been  the  recognized  standard  of  elegance,  efficiency, 
and  durability.  Its  construction  gives  assurance  that  the  bracket  table  can  be  placed  quickly  where- 
ever  it  is  wanted,  with  the  certainty  that  it  will  stay  where  put. 

It  affords  an  extreme  adjustment  of  45  inches  from  the  wall,  an  independent  horizontal  movement 
of  the  bracket  table  of  15  inches,  and  a  vertical  range  of  18  inches,  besides  the  horizontal  swing 
from  the  pivotal  attachment  at  the  wall. 

The  frame  upon  which  the  bracket  table  is  carried  is  so  attached  to  the  ends  of  the  pivoted  arms  as 
to  remain  horizontal  at  all  times.  Its  upper  bar  is  formed  into  a  rail,  tongued  above  and  grooved 
underneath,  for  the  carriage  of  a  horizontally  movable  arm  upon  which  the  bracket  table  is  swiveled. 
A  box  attachment  upon  the  arm  fits  the  rail  and  is  provided  with  a  set  screw  to  fix  the  table  at  any 
point.  The  frame  also  carries  the  trigger  which  governs  the  vertical  adjustment.  The  illustration 
shows  the  highest  and  lowest  positions.  It  is  raised  by  lifting  to  the  desired  height,  an  automatic  lock 
holding  it  wherever  placed.  To  lower  it.  grasp  the  handle  near  the  end  of  the  carrier  frame,  and 
compress  the  trigger  with  the  finger,  when  the  table  sinks  to  the  required  level;  releasing  the  trigger 
locks  it.    Both  movements  are  simple  and  require  but  one  hand.    The  table  shown  is  the  Allan. 

PRICES 

Black  Japan,  Decorated,  without  Table   $10.00 

White  Enamel,  Plain,  adds    2.00 

Decorated,  adds    3.00 

Outfitted  with  Table  at  value  { see  pages  43-48 ) . 
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A  FOREWORD  ON  BRACKET  TABLES 

There  is  an  especial  need  for  good  construction  in  the  Bracket  Table.  It  is 
in  constant  use,  it  must  be  strong  enough  to  support  a  considerable  weight,  its 
drawers  must  fit  snugly  and  run  smoothly,  without  sticking,  must  not  sag  under 
their  load,  must  not  warp  out  of  shape. 

The  foundation  of  good  construction  is  the  plan  on  which  the  manufacturer 
works,  the  materials  and  the  workmanship. 

All  lumber  used  in  our  tables  is  seasoned  by  the  old-fashioned  process  of  air- 
drying,  the  natural  way.  Before  it  is  ready  to  be  worked,  probably  two  to  three 
years  have  elapsed  from  the  time  it  was  sawed.  We  have  tried  the  modern  kiln- 
dried  lumber — cured  in  a  few  weeks  artificially — and  it  is  not  good  enough  to  go 
into  our  tables,  which  must  not  warp  or  twist  or  shrink. 

This  perfectly  seasoned  lumber  is  then  worked  up  by  experienced  workmen 
trained  to  know  that  quality  not  quantity  is  what  we  want.  Every  step  takes 
time  and  is  given  time.  For  example,  the  top  of  a  table  after  its  pieces  are  put 
together  is  laid  aside  for  days  or  weeks  to  .give  it  a  chance  to  warp  and  be 
condemned.  And  so  on  all  through  the  construction.  From  six  to  ten  months 
are  required  to  put  a  lot  of  tables  through  the  factory,  time  enough  to  be  sure 
that  they  shall  not  fail  their  buyers  or  us. 

Our  Bracket  Tables  are  made  to  last  a  lifetime  and  to  be  an  ornament  to 
the  dental  offices  which  possess  them. 

On  the  next  page  we  describe  the  method  by  which  their  durability  is  assured. 
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WHY  AN  S.  S.  WHITE  BRACKET  TABLE  CAN'T  WARP 

Fig.  1 


D 


This  diagram  (Fig.  1)  represents  the  parts  of  the  top  of  an  Allan  Table, — thirteen  pieces  of  three 
different  kinds  of  wood.  A  flat  piece  of  a  single  wood  will  warp  more  than  a  piece  of  the  same  size 
made  up  of  several  parts  strongly  joined  together.  These  thirteen  pieces  when  put  together  form  a 
square  of  thirteen  inches.  All  of  them  are  of  wood  thoroughly  seasoned  by  the  natural  "air-drying" 
process. 

A  is  of  pine,  B  and  D  of  walnut,  and  C  of  tough  ash. 

The  edges  of  the  pine  center  panel  A  (lOi  inches  square)  are  grooved,  as  are  also  the  inner  edges 
and  ends  of  the  walnut  pieces  B,  which  are  al^  miter-jointed  to  form  a  frame  for  the  panel.  These 
grooves  are  to  receive  the  ash  tongues  C.  The  tongues,  which  are  cut  across  the  grain  for  greater 
strength,  are  a  trifle  shorter  than  the  sides  of  the  panel.  They  are  first  glued  into  the  grooves  of  the 
center  piece,  and  then  the  walnut  pieces,  B,  are  glued  to  them  and  to  the  center  panel.  To  fix  the 
whole  together  unbreakably,  the  walnut  keys  D,  covered  with  glue,  are  forced  into  the  corners  of  tlic 
frame,  entering  into  the  corners  of  the  panel,  between  the  ends  of  the  ash  tongues. 


Fig.  2 


You  then  have  the  rough  top  of  the  table  (Fig.  2).  The  edges  are  shaped  and  the  corners  rounded 
on  a  molding  machine,  and  the  raised  molding  M'hich  surrounds  the  cloth  covering  is  set  in  the  groove 
shown  by  the  black  ditch  in  the  walnut  frame.  The  bottom  of  the  table  is  exactly  like  the  top,  ex- 
cept for  this  groove.  Two  of  the  sides  are  solid  walnut,  veneered  outside  and  inside  to  prevent  warp- 
ing, and  tongued  and  grooved  to  the  corner  pieces.  The  other  two  sides  or-  ends  form  the  openings 
for  tlie  drawers.  The  partitions  and  runners  are  tongued  and  grooved  together  and  to  the  sides, 
and  the  slides  are  provided  with  guards  to  make  the  drawers  work  smoothly.  The  drawers  are  of 
walnut  throughout,  with  double  tongued  and  grooved  joints,  and  fronts  veneered  outside  and  inside, 
and  provided  with  neat  nickel-plated  knobs.  Each  drawer  has  just  enough  play  to  work  freely.  Top 
and  bottom  are  glued  to  the  body,  strengthened  with  screws  in  the  corners  and  upright  drawer  par- 
tition at  top  and  bottom.  The  panel  of  the  top  is  covered  with  fine  billiard  cloth  or  leather,  edged 
witli  silk  cord  glued  on,  and  the  final  finish  given. 

The  Holmes  Tables  and  Bracket  Table  No.  6  are  made  after  the  same  general  plan — assuring  them 
positively  against  warping. 

Our  Bracket  Tables  are  made  to  last.  They  do  not  warp,  do  not  come  apart;  they  do  serve  their 
buyer  faithfully,  giving  him  the  full  worth  of  his  money.  No  ordinary  usage  will  wear  them  out 
in  a  lifetime.    They  are  besides  handsomely  finished,  are  a  real  ornament  to  any  dental  office. 
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THE  HOLMES  BRACKET  TABLE 


Closerl 


The  Holmes  Bracket  Table  is  the  handsomest  ever  offered  to  the  profession,  as  well  as  one  of  the 
most  convenient.  Fashioned  somewhat  after  the  pattern  of  the  Allan  Table,  it  differs  widely  in  its 
appointments.  The  outside  measurements  are — length  17i  inches,  width  to  face  of  knobs,  15|  inches, 
depth  4i  inches.  The  four  drawers  are  made  the  entire  length  of  the  Table,  and  can  be  opened  from 
either  end.  The  wings  on  either  side  contain  nickel-plated  racks  for  holding  engine  bits,  disks,  right- 
angle  burs,  etc.  The  holes  for  the  disks  are  drilled  entirely  through,  so  that  the  disks  lie  flat  upon 
the  surface  and  can  be  raised  from  the  under  part.  Tliese  racks  are  underlaid  with  leather,  which  if 
slightly  oiled  will  keep  the  bits  clean  and  bright.  Beneatii  one  of  the  wings  is  a  nickel-plated  cotton- 
holder  containing  a  spring  which  pushes  the  cotton  forward  and  keeps  it  constantly  ready  for  use. 
The  Holmes  Table  is  constructed  in  the  best  manner  throughout  and  finished  beautifully. 

Made  in  Walnut,  Oak,  Mahogany,  or  in  White  Enamel  Finish.  Unless  otherwise  ordered 
we  send  the  Walnut  Table.  With  green  or  maroon  billiard  cloth  top,  and  with  metal  lamp- 
holder  and  shield,  all  of  which  are  included  in  the  price. 

Look  for  the  Trade- -Mark  on  the  upright  partition  or  post  at  the  middle  of  each  side. 

Price,  Walnut  or  Oak,  Green  or  INlaroon  Covered  Top    $30.00 

"      Mahogany,  Green  or  Maroon  Covered  Top    33.00 

Maroon  sent  unless  otherwise  ordered. 

Price,  White  Enamel  Finish,  Green  Covered  Top  sent  unless  otlierwise  ordered   45.00 
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A  SIX=DRAWER  HOLMES  BRACKET  TABLE 

Suggested  by  Dr.  Fkank  D.  Gardiner 


During  the  well-nigh  thirty  years  that  the  Holmes  Bracket  Table  has  been  before  the  profession, 
no  practical  suggestion  for  its  improvement  has  been  made  till  this  of  Dr.  Gardiner's. 

The  modification  consists  simply  in  dividing  the  drawer  space  among  six  instead  of  four  drawers, 
affording  considerably  more  carrying  capacity  for  instruments  and  placing  them  more  conveniently  to 
hand. 

Four  of  the  drawers  are  made  of  a  uniform  size,  131  x  4f  x  4  inch,  inside  measurements,  and  each 
is  divided  into  two  compartments,  respectively  8  and  5  inches  by  4i  inches.  The  depth  is  sufficient 
for  two  layers  of  instruments  if  required,  though  a  single  layer  is  more  convenient  for  selection. 

The  other  two  drawers  are  of  the  same  length  and  width,  but  1  inch  in  depth  (inside)  to  accom- 
modate the  bulkier  articles  of  daily  necessity.  They  have  the  same  divisions  in  compartments,  the 
longer  in  each  containing  a  movable  slide  with  which  to  subdivide  the  space  as  required. 

All  the  drawers  are  lined  with  billiard  cloth. 

The  Holmes-Gardiner  Table  has  also  the  nickel-plated  racks  for  engine  instruments  and  the  cotton 
holder,  as  in  the  original. 

Made  only  in  Mahogany  and  superbly  finished,  it  is  not  only  a  helpful  aid  but  a  beautiful  ornament 
in  the  office. 

With  maroon  or  green  billiard  cloth  top,  and  with  metal  lamp-holder,  lamp,  and  shield,  all  of 
which  are  included  in  the  price.    Maroon  sent  unless  otherwise  ordered. 

Price    $38.00 


TABLE  PADS 

You  can  preserve  the  cover  of  your  Table,  keep  it  fresh  looking  and  free  from  stains,  by  using  a 
Table  Pad.  Made  of  Paper  Fiber  Lint,  with  "pinked"  edges.  They  are  neat  and  useful,  and  really 
ornamental. 

Price,  for  Allan  Table   each  $0.10 

 per  doz.  1.00 

"        "   Holmes  Table  each  .12 

 per  doz.  1.20 
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BRACKET  TABLES 


The  ALLAN  Table 


Made  in  Walnut,  Oak,  Mahogany  and  White  Enamel  Finish 


This  handsome  and  con- 
venient Table  is  13^  inches 
square  by  3J  inches  deep, 
and  contains  five  drawers, 
one  of  which  is  4  inches 
long,  12  inches  wide,  and  2^ 
inches  deep,  containing  131 
holes  for  engine  burs,  disks, 
etc. 

The  other  four  drawers 
are  each  8  inches  long,  5 
inches  wide,  and  1  inch 
deep.  The  two  upper  ones 
are   lined   with    cloth  and 

have  movable  slides  by  which  to  divide  the  spaces  required  for  the  different  filling  materials.  The 
lower  drawers  are  without  lining  or  slides. 

With  maroon  or  green  billiard  cloth  top,  and  with  metal  lamp-holder,  lamp,  and  shield,  all  of 
which  are  included  in  the  price. 

Look  for  the  trade-^-mark.    It  is  stamped  into  the  upper  edge  of  the  large  drawer. 

Price,  Walnut  or  Oak,  Green  or  Maroon  Covered  Top    $10.00 

"      Oak,  Glass   (mirror)  sides.  Green  or  Maroon  Covered  Top    10.00 

"     Mahogany,  Green  or  Maroon  Covered  Top    12.00 

Maroon  sent  unless  otherwise  ordered. 

Price,  White  Enamel  Finish,  Green  Covered  Top  sent  unless  otherwise  ordered   17.00 

In  ordering,  specify  whether  wanted  in  walnut,  oak,  mahogany,  or  in  white  enamel  finish. 
Unless  otherwise  ordered,  we  send  the  walnut  table 


Table  for  No.  2  Bracket 


Rosewood  Veneered  Table 


This  Table  is  twelve  inches  square,  covered  with 
leatherette.  The  edges  are  raised  about  a  quarter 
of  an  inch,  to  prevent  instruments  from  rolling 
off  when  it  is  moved.  It  is  put  together  in  the 
strongest  manner,  and  it  is  so  firmly  braced  that 
it  is  impossible  for  it  to  warp. 

Price,  with  Socket  for  No.  2  Bracket,  $3.00 


This  Table  measures  12  x  12  inches,  and  con- 
tains two  drawers,  each  11|  inches  long  by  4i 
inclies  wide,  for  holding  instruments,  foils,  et'^. 

The  top  is  covered  with  maroon  billiard  cloth 
and  edged  with  silk  cord. 

The  drawers  open  only  at  the  lamp  side.  The 
lamp  has  a  metal  holder  which  clamps  it  firmly 
so  that  it  cannot  be  thrown  from  the  table  by 
an  ordinary  accident. 

Price,  including  Lamp  and  Shield  $6.00 
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BRACKET  TABLE  No.  6 


(4 


The  particular  feature  of  this  new  Bracket  Table  is  its  com- 
bination of  so  much  of  utility  at  so  low  a  cost.  B}^  utility  we 
mean  the  smooth,  easy  running  of  the  drawers,  without  catch 
or  jam,  and  the  durability  which  makes  them  continue  to  work 
easy  and  smooth  through  a  long  life  of  service. 

To  secure  this  result  the  drawers  and  other  parts  are  made 
on  precisely  the  same  plan  as  are  those  of  our  higher-price 
tables.  But  in  the  external  design  elaborate  molding  and  cor- 
ner effects  are  avoided,  substantiality  being  attained  with  sim- 
plicity of  construction. 

The  size  is  12^  x  12|  x  3-J-  inches,  over  all,  with  one  large 
drawer  for  instruments,  and  four  small  drawers,  the  upper  pair 
lined  with  green  leather,  for  filling  materials;  the  lower  pair 
for  instruments. 

The  entire  table  is  readily  kept  clean.  A  dampened 
chamois  removes  instantly  all  dust  and  other  debris. 

Made  in  golden  oak,  egg-shell  finish,  with  the  top  cov- 
ered with  green  leather.  Bracket  Table  No.  6  is  a  fine  example 
of  sound,  wholesome  construction,  the  kind  that  lasts,  and  its 
price  is  only  $8.00. 
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THE  S.  S.  WHITE  ASEPTIC  BRACKET  TABLE 

This  Table  is  cleanly,  and  handsome, 
and  can  be  sterilized  readily,  and  it  car- 
ries the  instruments  and  other  operative 
aijpliances  so  that  they  at  least  appear 
to  be  handier.  The  surface  upon  whicli 
they  lie  brings  them  out  in  bold  relief. 

It  consists  of  a  glass  plate,  sufficiently 
heavy  and  tough  to  stand  any  reasonable 
usage,  held  in  a  metal  frame,  which  is 
supported  in  the  usual  manner  of  our 
Bracket  Tables. 

The  glass  is  ground  on  one  side,  plane 
polished  on  the  other,  perforated  in  one 
corner  for  the  reception  of  a  pivot  sup- 
porting a  Capital  lamp.  Either  face  may  be  turned  upward,  and  it  is  easily  removed  from  the  frame 
for  sterilizing.    Size  in  the  clear,  12  x  12  inches. 

The  frame  is  nickel  plated,  with  racks  formed  on  each  side  to  support  instrument  handles  and  keep 
them  from  rolling.    At  one  corner  a  handy  cotton  holder  is  attached. 

Operators  who  appreciate  neatness  and  plain,  quiet  beauty,  will  like  this  table.  Its  chaste  design 
and  handsome  finish  impart  a  dignity  to  its  appearance  Avhich  cannot  fail  to  attract,  while  its  use- 
fulness will  make  a  warm  friend  of  its  ownei. 

This  Table  has  been  improved  by  the  addition  of  stud  and  spring  attachments  to  the  under  side  of 
the  inner  frame.  They  project  through  the  corner  of  the  table  and  acting  as  an  elastic  cushion  prevent 
any  shake  or  rattle  of  the  glass  in  the  frame. 

Price,  including  Lamp  and  Cotton  Holder   $15.00 


Made  of  quartered  oak,  polished.  The  front  of  the  case  is  hinged  to  the  bottom,  and,  opened,  furnishes 
a  convenient  table  for  the  reception  of  instruments,  etc.  There  are  four  shallow  trays  for  excavators, 
chisels,  burnishers,  and  other  long-handled  instruments,  two  of  them  divided  into  two,  the  other  into 
three  comimrtments.  Below  these  are  three  deeper  drawers  to  contain  pliers,  forceps,  disks,  mallets, 
and  other  bulky  instruments. 

To  the  right  are  three  drawers,  the  upper  of  which  contains  a  removable  bur  block  and  a  compart- 
ment for  polishing  strips. 

The  second  is  for  the  reception  of  rubber  dam,  gold,  and  other  filling  materials. 

The  third  is  to  accommodate  the  chip  blower  and  medicaments. 

Case  "F"  is  furnished  with  a  neat  brass  handle  and  substantial  lock. 

Outside  dimensions,  14  inches  long,  9J  inches  wide,  8*  inches  deep. 

Price,  Students'  Case  "F"    $8.00 
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S.  S.WHITE  STUDENTS'  CASE  "Q",  LEATHER 

THE  HANDSOMEST  AND  BEST  CASE  EVER  OFFERED  TO  STUDENTS 

JL 


Made  of  wood,  covered  with  black  leather,  and  provided  with  a  convenient  rounded  leather  handle, 
the  corners  are  reinforced  with  nickel-plated  angle  pieces. 

Nickel-plated  spring  catches  on  the  sides  of  the  lid  relieve  the  strain  from  the  lock.  Tray  and 
drawers  are  faced  with  quartered  oak,  handsomely  finished,  and  are  lined  with  cotton  velvet. 

The  three  instrument  trays  with  grooves  for  six  dozen  instruments,  when  raised  as  showni  allow  of 
convenient  access  to  all  the  instruments. 

A  wide  drawer  beneath  divided  into  three  compartments  is  to  contain  filling  materials,  gold,  etc. 
To  the  left  below  there  is  a  drawer  for  rubber-dam  clamps  and  pliers.  The  drawer  below  this  con- 
tains a  movable  bur  block  and  space  for  medicaments.  The  next  drawer  to  the  right  is  large  enough 
to  contain  the  annealing  lamp,  filling  materials  and  disks.    The  next  one  is  for  rubber  dam. 

In  the  bottom,  extending  the  width  of  the  case,  is  a  roomy  drawer  for  forceps,  the  mallet,  cotton, 
and  other  bulky  articles. 

Size  of  case,  outside  dimensions,  14J  inches  long,  10  inches  wide,  OJ  inches  deep. 

Price,  Students'  Case  "G,"  leather   $15.00 


S.  S.  WHITE  STUDENTS'  CASE  "Q",  OAK 

Made  of  polished  quartered  oak.  It  is  similar  in  arrangement  of  drawers  and  trays  to  Leather  Case 
"G."  The  three  trays  that  correspond  with  those  in  Leather  Case  "G"  contain  grooves  for  eighty-two 
instrunients.  Below  these  trays  is  a  drawer  12|  x  7$  inches  and  ] ;!  inches  deep  inside  measurement, 
divided  into  three  compartments  to  contain  filling  materials,  gold,  etc. 

Below  this  are  three  drawers,  two  of  which  are  2|  wide  by  7i  long  by  3  inches  deep;  one  contains 
a  movable  bur  block,  and  one  5i  by  7i  by  3  inches.   These  are  inside  measurements. 

Case  "G"  oak  has  a  neat  brass  handle,  a  substantial  lock  and  brass  catches  on  the  side  to  relieve 
the  strain  on  the  lock. 


Price,  Students'  Case  "G,"  Oak 


$12.00 
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DENTISTS'  VISITING  CASE 

Suggested  by  Dr.  E.  C.  Moore 


This  convenient  (Jase  can  be  properly  called  an  "emergency  '  case,  as  with  it  the  dentist  is  equipped 
for  the  emergency  calls  which  are  not  infrequent,  when  patients  are  unable  to  come  to  the  office,  but 
need  the  services  of  their  dentist.  It  includes  the  medicaments  and  instruments  and  appliances  for 
relieving  aching  teeth,  treating  abscesses,  etc.,  in  convenient,  compact  compass. 

The  Case  contains  five  rubber  stoppered  homeopathic  medicine  vials,  a  vulcanite  syringe,  a  supply 
of  absorbent  cotton  and  of  bibulous  paper,  an  explorer,  a  drill,  two  excavators  (hatchet  and  spoon), 
a  mouth  mirror  (No.  3),  an  ebony  handle  lancet,  a  pair  of  pliers  (No.  5),  a  broach  holder  and  a 
Hos3-silk  holder  (filled).  The  steel  instruments  are  all  our  make,  and  bear  the  trade-^-mark.  The 
instruments  are  all  practical,  work-a-day  appliances,  and  can  be  used  just  as  well  in  regular  office 
practice.  The  Case  is  8  inches  long,  4  inches  wide,  2  inches  deep,  a  convenient  pocket  size.  It  is 
covered  with  leather,  and  lined  with  velvet,  with  spaces  for  the  appliances  let  into  the  blocks. 
Price,  complete,  as  described    $10.00 


CASE  FOR  PERRY  SEPARATORS 


This  neat  Case  for  the  Perry  Separators  contains  blocks  fitted  to  the  individual  Separators  and  the 
Key.  The  blocks  for  the  Separators  are  lettered  to  correspond  with  them,  so  that  the  dentist  can 
always  be  sure  of  picking  up  the  form  desired.  The  Separators  are  sold  with  or  without  the  Case. 
Those  who  have  the  set  can  purchase  the  Case  separately. 

Covered  with  morocco,  and  lined  with  velvet. 

Price,  Case  separately  . .  .  .■   $2.00 
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CASES  FOR  ARTIFICIAL  TEETH 


PRICES 

No.    7.    Satin  and  Silk-velvet  lined,  4i  x  3A  x  1^  in.,  Brass  Hinge   each  $1.20 

9.    Card  Board,  Paper  lined,  3    x       x  U-  in  per  doz.  1.00 

"    11.  "  "        "      2|  X  21  in   "  1.00 

Tlie  above  are  ontside  tneasurenients. 


September  1911]     THE   S.S.WHITE  DENTAL  MFG.  CO. 
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18=B0TTLE  MEDICINE  CASE 

This  Case  is  very  compact,  made 
without  any  attempt  at  ornamen- 
tation, but  nicely  finished.  It  has 
spaces  for  eighteen  square  half- 
ounce  vials. 

Made  of  oak,  with  nickel-plated 
trimmings,  including  a  convenient 
handle.    Size  7  x  3'^  x  3  inches. 

Price    $1.00 

fitted  with  18  No. 
1  Bottles  (half 
oz.)    2.13 


GOLD  TRAY 


This  neat,  compact  sliding  Tray  affords  a  convenience  for  keeping  different  forms  of  gold-filling 
materials  handy  for  selection.  It  has  compartments  for  an  assortment  of  mats,  pellets,  cylinders,  ropes, 
or  strips,  so  that  selection  can  be  made  without  loss  of  time. 

The  Tray  is  nicely  gotten  up,  with  a  snug- fitting  case,  covered  with  a  paper  which  shows  varying 
designs  in  different  lights.  The  partitions  are  covered  with  gilt  paper,  and  the  bottoms  lined  with 
soft  chamois.  Slid  into  the  case,  the  Tray  is  protected  from  dust  or  the  loss  of  its  contents,  and 
occupies  only  a  little  space  (about  4J  x  3i  x  J  inch)  in  the  Bracket-table  Drawer. 

Price   $0.25 


CHAMOIS  GOLD  CUSHION 

It  is  quite  probable  that  every  dentist  in  using  gold  as  a  filling  material  aims  to  provide  som.e  sort 
of  surface  to  hold  it  when  operating  which  will  let  go  of  it  easily.  The  cushion  (about  4i  x  5i 
inches)  offers  about  the  same  surface  as  a  piece  of  spunk.  The  gold  has  no  inclination  to  stick  to  it, 
and  the  slight  padding  gives  it  a  springy  motion  which  facilitates  picking  up  the  various  portions. 

Neatly  finished,  with  scalloped  edges. 

Price   $0.35 
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Not  Living  From 
Hand  To  Mouth 


DENTISTS  frequently  in  being  shown  through  our 
main  store  and  tooth  factory  express  surprise  at  the 
immense  stock  of  Porcelain  Teeth  we  carry.  They 
forget  that  we  have  to  be  prepared  to  supply  the 
dentists  of  the  world. 

That  is  the  idea — "prepared."  We  don't,  in 
our  stocks  of  goods,  including  Porcelain  Teeth,  "live  from  hand 
to  mouth,"  as  it  were;  don't  wait  till  the  orders  come  in  before 
we  get  ready  to  fill  them.  We  aim  to  be  always  ready  to  fill  all 
orders  from  the  profession  and  our  branch  houses  and  the  dental 
trade;  and  we  do  fill  90  per  cent,  of  all  orders  at  once. 

An  instance :  Some  time  ago  a  dealer  in  the  antipodes  sent  by 
the  same  mail  orders  to  us  and  to  another  house  in  the  United 
States.  We  were  ready, — "p]:epared," — shipped  the  goods  promptly. 
The  same  steamer  which  carried  back  the  teeth  and  other  supplies 
ordered  from  us  took  back  from  the  other  house  the  acknowledg- 
ment of  their  order, — the  goods  reached  the  dealer  a  month  or  so 
later. 

We  are  prepared,  because  we  have  confidence  in  our  goods, 
confidence  that  they  will  sell,  still  more  confidence  that  they  will 
"make  good,"  which  is  the  secret  of  their  continuous  selling  power. 
We  show  that  confidence  when  we  take  a  crude  idea  submitted  to 
us,  put  money  into  its  development,  through  months,  perhaps  years, 
until  we  have  expanded  that  crude  idea  into  a  practical  dental 
help;  then  by  putting  more  money  into  it  stocking  up,  getting  pre- 
pared to  fill  the  orders  which  our  confidence  in  the  efficiency  of 
the  device  leads  us  to  expect. 

Which  were  better, — to  buy  from  a  house  which  holds  itself 
ready  to  fill  your  orders  or  from  one  which  holds  itself  ready  to 
get  ready  when  you  order  it  to  ? 

Send  for  our  Catalogs;  they  cover  your  professional  needs. 


The  S.  S.  White  Dental  Mfg.  Company 


Cash  Discounts  and  Deposit 

Accounts 


BHOSE  who  have  tried  it  know  the  very  great  advantages  of  buying 
on  a  cash  basis  instead  of  on  credit.  They  usually  get  a  discount 
on  their  purchases,  which  in  the  course  of  the  year  is  likely  to 
amount  to  a  very  tidy  sum. 
'  Our  discounts  for  cash  sent  with  the  order  are,  on  bills  from 
$5.00  to  $24.99,  3  per  cent. ;  $25.00  to  $99.99,  5  per  cent. ;  $100.00  or  more, 
10  per  cent. 

These  discounts  apply  to  all  our  products  except  Platinum,  Gold,  Silver, 
Boohs  listed  at  net  prices.  Plaster  (in  barrels,  half -barrels,  and  quarter- 
barrels).  Gas  Cylinders,  Electric  Batteries  in  Hardwood  Cases,  Weston's 
Milliamperemeter,  Babbitt  Metal,  Counter-Die  Metal,  Lead,  Tin,  and  Zinc. 

Three  per  cent,  may  not  look  like  a  large  discount,  but  10  per  cent,  does 
and  any  dentist  who  so  wishes  can  get  the  higher  discount  (10  per  cent.)  on 
all  supplies  except  those  mentioned  above,  by  opening  a  Deposit  Account. 
To  do  this  he  remits  to  us  $90.00  or  more  cash. 

The  amount  is  credited  plus  11  11/100  per  cent.,  increasing  the  purchas- 
ing power  of  the  remittance  by  that  much,  which  is  equivalent  to  deducting 
10  per  cent,  from  the  retail  prices  of  all  goods  charged  to  the  account. 

Under  such  a  Deposit  Account  the  customer  receives  a  lower  price  and 
greater  rate  advantages  than  under  any  other,  and  no  matter  whether  prices 
go  up  or  down  he  will  still  retain  his  relative  advantage.  We  do  not  guar- 
antee that  the  prices  existing  when  the  deposit  is  made  shall  continue  for  any 
fixed  period;  they  are  always  subject  to  change,  and  goods  will  be  charged 
at  the  prices  prevailing  when  the  goods  are  delivered. 

The  Deposit  Account  gives  the  customer  the  advantage  of  the  highest 
cash  discount  without  the  necessity  of  making  a  special  remittance  every  time 
goods  are  ordered. 


The  S.  S.  White  Dental  Mfg.  Company 


